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AUTHOR'S NOTE '^ 

It is an error of statement to characterize the whole army of wireless 
experimenters in the United States as mere "amateurs." Hundreds of 
men, young and old, who have been classed as wireless amateurs are in 
fact physicists of the highest calibre. They find experimentation in 
radio not only an instructive mode of recreation, but many of them 
engage in the work with serious intentions hoping thereby to contribute 
their mite towards the general progress of the art. That many have 
made good in that respect is a matter of historical record. 

The amateur wireless experimenter is no longer considered a menace. 
His status is now settled. He proved his worth in the recent European 
conflict as Government oflScials have publicly acknowledged. The 
amateur radio expert today is recognized as a safeguard against possible 
future emergencies. He has the backing of America's foremost scientists, 
'the good will of the Army and Navy, and the commercial company sees 
in him a potential engineer or expert operator. 

Wireless Telegraphy is an all-embracing art. It covers in some 
degree the fields of the chemical, mechanical, and electrical sciences. 
No young man can engage seriously in wireless experimenting without 
becoming a keener and more intelligent individual of greater value to the 
community. The amazing growth of the amateur fraternity during the past 
decade is one of the outstanding developments of the twentieth century. 

In the following pages the author has endeavored to acquaint the 
beginner with recent and past practices, laying particular stress on latter 
day developments. It is hoped that the brief treatment of the ele- 
mentary theory of wireless transmitting and receiving apparatus will be 
meditorial to more intensive study of the basic principles. Although 
many suggestive designs of radio transmitters and receivers are presented 
the reader should recognize the possible latitude of variation from the 
fundamental idea, and use his own initiative in altering the mechanical 
details or even in devising new methods to accord with the material he 
has at hand. 

The author has attempted to point out the particular types of ap- 
paratus and circuits most suited to the amateur station. The vacuum 
tube transmitter and receivers have been given more tham the usual 
attention. Representative circuits for long distance reception are shown 
and for the first time data on closed loop aerials for indoor reception is 
disclosed. Simple but important radio measurements, such as the 
amateur may carry out with a wave-meter and associated apparatus, 
have been explained. It is hoped that the amateur will investigate the 
direction finder and make use of it for both long and short distance 
communication. 

Another field for intensive experiment is the application of recently 
developed static eliminators to amateur communications. Here, so far 
as the amateur is concerned, is an untouched sphere. 

For a more comprehensive treatment of the mathematical theory of 
radio design many text-books are available which the reader should 
consult from time to time. If the experimenter by perusing this volume, 
gains a better understanding of the equipment he has at hand, or is 
enabled to construct apparatus that, heretofore, he did not understand, 
the book will have fulfilled the author's desire. 

E. E. B. 
New York City, May 1919. 
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CHAPTER I 

ADVICE TO THE AMATEUR 



It is generally conceded that amateur wireless Megraphy had its 
beginning in the United States. In fact the pursuit o£ the hobby has 
become so widespread that there is hardly a village or hamlet in which 
there is not at least one trailing antenna, to show the popularity of the 
art. In all places where amateur Wireless telegraphy has made a niche 
for itself the advantages of forming a radio club are sooner or later 
recognized and then arises the question, "How shall we go about it?'' 

A radio dvb should be educational, instructive, and productive of 
advancement in wireless, for it is quite possible that some of its members 
will, in time, develop into radio engineers or become connected with 
allied branches of the art. In any event the members of radio clubs 
will never regret the training they will receive by joining wireless organ- 
izations. 

It was not found feasible in preparing this book to treat separately 
the technical requirements of the organization and individual members; 
consequently the following pages will be devoted largely to instructions 
for the amateur at his home station as well as for the club. The forma- 
tion of a radio club generally follows the rise and stimulation of individual 
interest. Moreover the knowledge gained at home is bound to benefit 
the members of the club organization as a whole. 

Thus, we will first offer advice for prospnective wireless club members 
and describe the procedure for the formation of an organization, then 
give a detailed account of a series of experiments with radio transmitting 
and receiving apparatus. 

PRELIMINARY EDUCATION.— It should be kept in mind that an 
interchange of signals between two amateur stations will not be allowed 
unless the owners possess United States operators' license certificates and 
station license certificates. It is obvious that the prospective amateur is 
not qualified to take the examination for an operator's license without 
preliminary code and technical training. 
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Fig. 1 . Students of the Marconi Institute acquiring familiarity with measurements of wave lengths and frequency. 

The apparatus of the amateur who cannot interpret the signals of 
the international continental telegraph code becomes to its owner a useless 
toy and attempts at communication with his friends — even if allowed — 
will result in hopeless bungling. He should, therefore, begin inmiedi- 
ately the practice of the telegraph code. This he cannot do alone. He 
requires assistance from an amateur friend who has already passed this 
stage of development and who will send to him from a practice buzzer 
for hoiu-s at a time. 

It is diflScult to recognize the characters of the code when sent by 
another and it is a process which requires considerable practice. While 
it is necessary for the beginner to attain a certain degree of proficiency 
in this respect, it is not essential that he wait until becoming a high 
speed telegrapher before entering the amateurs' ranks. In fact when he 
attains a receiving speed of fifteen words a minute he is quite eligible to 
engage in wireless transmissioiji and reception. 

PROFICIENCY IN THE TELEGRAPH CODES.— The laws of the 
United States require that amateurs, before acquiring an operator*s license 
certificate, shall be able to transmit and receive in the intemaiional tele- 
graph code at the rate of ten words per minute. Irrespective of this 
legislation it would be of little benefit for the owner to possess a radio 
set without the ability to operate it and he would, at the same time, be a 
menace to the profession as a whole. 

The interrupted currents of an electric buzzer, adjusted to a high pitch, 
give, in the head telephone, a very faithful reproduction of wireless sig- 
nals. In fact any device that will impulse a telephone receiver from 
500 to 1000 times per second is serviceable for code practice, 
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Fio. 2. The laboratory of tlie up>-to-date amateur represents a maze of intricacies to the beginner but it is ever 
a source of pleasure to its owner. The station here shown has performed notable long distance receiving 
work. 
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Fia. 3. Buzzer circuits for the production of artificial radio signals. With this apparatus the beginner 
acquires proficiency in the telegraph codes. 
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4 Wireless Experimenter's Manual 

Fig. 3 shows a buzzer, head telephone and key connected up for 
code practice; Fig. 4 another system for practice by several club members 
simultaneously which differs from Fig. 3 in that a motor is employed to 
generate the telephone signal; and Fig. 6 represents a more elaborate 
plan where two tables, one for the instructor, and the other for the pupils, 
are connected to a buzzer. The complete wiring is shown. 

In Fig. 3 a line for the head telephones is shunted across the buzzer 
contacts with a 2 microfarad condenser K' connected in series. The 
latter can be purchased from any telephone supply house. The buzzer 
B is energized by the one or two dry cells. The pupiFs key (not shown) 
is shunted across the main key K, so that the receiving operator can 
interrupt or communicate with the instructor. 

To imitate the note of a 500 cycle transmitter the buzzer should be 
adjusted to interrupt the current, say, 1000 times per second. Any buzzer 
may be adjusted to emit a high pitched note if the elastic spring contact 
on the armature is fastened directly to the iron. The buzzer itself will 
not make much noise, but a very clear and, perhaps, loud tone will be 
obtained in the telephones. Some buzzers are notoriously erratic in 
operation and most diflScult to keep in continuous adjustment but there 
are several continuously operative types, sold by electrical supply houses, 
which are very dependable. 
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Fig. 4. Code practice circuit employing a small motor to generate signal currents. The head telephonoa 
with a 1 or 2 mfd. condenser in series are shunted across the brushes of the motor, 
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Fig. 4 shows the preferred system for code practice. The telephones 
P-1, P-2, P-3 are connected across the commutator of a d.c. motor and, 
as usual, a condenser C of about 2 microfarads is connected in series. 
The voltage fluctuations across the brushes produce notes in the tele- 
phones that equal the best buzzers, with the proper type of motor. 
Some motors rotate at such speeds that the voltage fluctuations pro- 
duced by the commutator are above the practical limits of audibility for 
the ordinary telephone. With such types a series rheostat should be 
placed in the line to reduce the speed and, consequently, the frequency 
of the telephone current. 

Many types of motors are suitable for generating artificial radio sig- 
nals, particularly small fan motors. Motors fitted with rocker arms are 
especially desirable as the pitch and the volume of the tone may thus be 
easily regulated. The voltage or the power of the motor is immaterial. 
A J^ h.p. motor will energize a dozen or more head telephones. 

The diagram in Fig. 4 shows several separate code practice circuits 
connected in parallel. They are intended for classes of different speeds. 
Such an arrangement is essential for a mixed class and a circuit of this 
type ought to be installed in the radio club headquarters for use of the 
members. 




FiQ. 5. Wiring diagram of a code practice table for class instruction. Call letters of well known stations 
are assigned to each position. 

Fig. 5 requires no detailed explanation as it is an extension of Fig. 3. 
The reader should note the position of the shunt variable rheostat R 
which may have a maximum resistance of 100 or 200 ohms. It is used 
to regulate the strength of signals. Radio students should be taught to 
read weak signals as not all wireless telegraph transmission is conducted 
by strong signals. Representative call letters have been assigned to 
the various student positions in Fig. 5 in order to imitate conditions as 
they exist in actual service. 

Numerous other devices and circuits for code practice have been 
suggested or developed. For example the telephones, with a condenser 
of one or two microfarads capacitance connected in series, may be con- 
nected to the terminals of a UO-volt d.c. city supply mains. The fluctua- 
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tions of the line voltage are usually of suflScient intensity and of the 
proper order of frequency to give a note of fair pitch in the telephones.' 
A telegraph key is connected in series with the telephones for signalling. 




Fig. 6. A small high frequency generator for the production of artificial radio signals. 

A small high frequency generator, such as is shown in Fig. 6, has been 
employed. A detailed explanation is not essential. The lower magnet 
M is fed with d.c. from the city mains and the revolving iron spider 
closes the magnetic circuit through magnet Af-1, periodically. The 
motor should rotate 3600 r.p.m. to obtain a note of high pitch. 

Ordinary telegraph keys are employed in all the foregoing code prac- 
tice circuits. 

TIMELY ADVICE.— The beginner should not attempt the more 
elaborate fields of wireless experimentation until he is skilled in the 
simple methods. Once proficient in the code, he should purchase or 
construct a receiving equipment of elementary design. Since a license is 
not required for a receiving station the receiving aerial may be within 
reasonable limit of any dimensions desired. Here again, the experimenter 
must be guided by a sense of the fitness of things. He requires an ele- 
mentary knowledge of wireless technique. 

The beginner should acquire an understanding of the elements of 
electricity and magnetism if he wishes to operate his instruments to 
good effect. In studying the principles of electricity the author recom- 
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mends that the beginner immediately learn the difference between aliernatr 
ing current and direct current. He should familiarize himself with the 
general conditions under which such currents are handled, particularly 
such knowledge as will enable him to judge when a circuit is overloaded and 
what size fuse should be installed to carry a given amount of current. 
The prospective amateur should learn the current-carrying capacity of 
various sizes of wire, thereby making sure that the power circuits at his 
station will not become overheated. 

He should then make a thorough study of the underwriters' rules 
concerning the installation of power circuits, with particular attention 
to the rules for the erection of wireless telegraph apparatus. The under- 
writers' rules vary in different cities and a copy of them can easily be 
obtained for reference. 

Summing up the foregoing it will be seen that the experimenter has 
prepared himself in two respects for amateur wireless work: 

(1) He is able t6 telegraph at a fair speed and is therefore qualified 
to interpret wireless signals. 

(2) He understands the elementary principles of electricity and also 
the fundamentals of radio telegraphy. 

He is now fully qualified to embark on his initial radio experiments 
and should begin with a simple receiving equipment. The author recom- 
mends to the new-comer the simple two-slide tuner, connected as shown 
in Fig. 7. 

A BEGINNER'S RECEIVING SET.— The set in Fig. 7 comprises 
a single two-wire aerial, a two-slide tuning coil A B, having the sliding 
contacts S-l and jS-2, a silicon or galena detector Z), a small fixed con- 
denser C, (0.001 mfd.) and a high resistance telephone P, Telephones 
of less than 1000 ohms resistance are not recommended for use with 
crystalline detectors. The tuning coil A B should be 8" in length, 3" in 
diameter, wound closely with a single layer of No. 26 s.s.c. wire. The wire 
may be bared for contact with the slider by means of a sharp pointed knife. 

The condenser C may be constructed of 12 sheets of tin foil Z'' xV y 
separated by paraffined paper, 6 sheets being connected in parallel on 
each side. When properly stacked up the sheets may be compressed 
tightly between two boards, connections being brought from the opposing 
plates to appropriate binding posts. 

The aerial or antenna shown in this figure, for the reception of 200 
meter signals, may consist of two or four wires but it should be no more 
than 100' in length. 

To place this apparatus in resonance with a radio transmitting sta- 
tion, set slider 5-2 at the middle of the coil A B, Take the sharp- 
pointed contact on the crystal D and touch lightly the crystal. Move 
contact jS-1 along the coil until signals are heard. After response is 
obtained from some station move both sliders for louder signals and then 
try a new point on the crystal to see if still louder signals can be obtained. 

Do not blame the apparatus if signals are not heard at once. There 
may be no stations within range in the act of sending. And above all do 
not forget the importance of a good earth connection. Attach the earth 
wire to the water pipes on the street side of the water meter. Make a 
good solid connection and examine it from time to time to see that it is 
not fouled. 
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With a receiving set of this type the student has an opportunity of 
becoming a keen observer of the manner in which commercial and amateur 
wireless telegraph traffic is handled and he obtains thus an excellent 
preliminary education. 

It is difficult to conjecture the receiving range of an amateur's set 
without complete data in regard to the type of transmitting and receiv- 
ing apparatus in use and the local conditions surrounding both the 
sending and the receiving station. 

There are limits to the length of an antenna for use over a given 
range of wave lengths. It is preferable in all cases for the receiving 
aerial to have a fundamental wave length below that of the transmitting 
aerial of the distant station in order that a sufficient amount of inductance 
may be inserted at the base for coupling to the detector circuit. 

Radio range is dependent upon several variable factors such as the 
antenna current at the transmitter, the damping decrement, local ob- 
structions, absorption, dielectric losses, the type of receiving apparatus, etc. 

An aerial comprising from two to four wires, 60' in height by 70' in 
length, with the wires spaced 2' apart, will have a natural wave length 
of about 160 meters, which is of the correct dimensions to be loaded by 
the insertion of the tuning coil (shown in Fig. 7) to a wave length of 
200 meters. This aerial can be employed for the reception of longer 
waves say, up to 10,000 meters, with the vacuum tube detector circuits 
to be described in another chapter. 




Fio. 7. A simpre receiving set for the beginner. This is suitable for reception from nearby transmitters 
and provioes excellent code practice for the beginner. All apparatus except the head telephones may 
be constructed by the experimenter. 
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However it should be borne in mind that an aerial having a natural 
wave length of 600 meters is altogether too long for the reception of signals 
from amateur stations working on WO meters. While the wave length of 
such an aerial system can be reduced by a series condenser to nearly 
one-half its original value, it never can be cut down to a period of 200 
meters. 

Having progressed so far in his wireless education, the student 
should devote himself diligently to the use of the receiving apparatus, 
and familiarize himself with the methods of communication employed 
by amateurs and commercial stations. He will find that many amateurs 
are accustomed to make use of abbreviated words of the Phillips code and 
he should learn some of those commonly used in practice. 

OSCILLATION DETECTORS.— It is safe to say that the amateur 
experimenter will employ one of four oscillation detectors, viz: the 
carborundum, galena, or silicon rectifiers, or the three-electrode vacuum tube. 

Galena and silicon crystals, while fairly sensitive, are difficult to 
adjust and to maintain in a sensitive condition. Carborundum crystals 
are nearly as sensitive and tend to hold an adjustment over long periods. 
These crystals are in fact extremely rugged and they are preferred above 
all other contact rectifiers for use in stations where a nearby transmitter 
is apt to destroy their sensitiveness. The vacuum tube detectors are 
extremely sensitive, they possess marked stabiUty and will amplify 
incoming radio signals enormously. 

There is no reason for the beginner who has only been able to cover 
from fifteen to forty miles with his receiving apparatus to feel discouraged 
when he hears other amateurs declare that they have received 200-meter 
signals at a distance of 2000 miles or more. He should bear in mind 
that reception over extremely great distances at 200 meters is only 
possible at night-time, during the months of the year most favorable to 
long distance transmission. In the northern part of the United States 
the favorable period extends from about September 25th to April 15th 
of the following year. The questior as to what results can be obtained 
with short waves and low power sets from the middle of April to the 
latter part of September is problematical. 

With the great development that has taken place in vacuum tube 
amplifiers the amateur is now enabled to increase his range of daylight 
transmission and reception very considerably. 

Many amateurs do not take into account the effect of local conditions 
upon their transmitting and receiving range. For example: if the. aerial 
is located behind a steel building, in the tree tops, behind other struc- 
tural steel work, or in valleys, signals from distant stations are not re- 
ceived as well or transmitted as far as with aerials which are erected in 
the open country, free from obstructions, which would tend to absorb 
the energy of passing waves. 

RADIO LAWS AND REGULATIONS.— The beginner should 
familiarize himself with the general restrictions impo^d by United 
States legislation by studying a booklet entitled "Radio oimmunication 
Laws of the United States and the International Radio Telegraphic 
Convention," which can be purchased from the Government Printing 
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Office, Washington, D. C. This booklet gives full information con- 
cerning the regulations governing wireless operators and the use of radio 
telegraph apparatus at sea and ashore. 

The experimenter should first refer to the pages containing information 
about amateur station licenses, etc. From these he learns that, when 
especially qualified and after at least two years of experience the amateur 
may, in certain districts, secure a special license for an exceptional station. 
Such experimenters, of course, belong to the class of amateurs consider- 
ably advanced in the art. In paragraph 65 he finds that general amateur 
stations are restricted in transmission to the wave length of 200 meters. 
In the same paragraph it also is stated that if a station is located within 
five miles of a naval station, the wave length for transmitting purposes is 
limited to 200 meters and the consumption of the power transformer to 
Yi kw. This station is said to be in the restricted class. A general or 
restricted amateur station must be in charge of an operator having an 
amateur^ s first grade or amateufs second grade operator's certificate who 
shall be responsible for its operation in accordance with the United States 
regulations. In fact this station must always be under the supervision 
of a licensed man. For a receiving station, however, no license whatso- 
ever is required. 

Provisional licenses are issued to amateurs far remote from radio 
inspectors. If, after actual inspection, such stations are found to comply 
with the law fully, the term "pro visional'' is struck out and the station 
is indicated as having been inspected. Amateur station licenses and 
amateur operator's licenses hold good for a period of two years, when they 
can he renewed. No fees are required for either license. 

REQUIREMENTS FOR AN AMATEUR'S OPERATING LICENSE. 

— In order to secure an amateur's first grade license certificate, the 
applicant must be familiar with the adjustment and operation of wireless 
telegraph apparatus. He must be familiar with the rules of the Inter- 
national Radio Telegraphic Convention, particularly those concerning 
the requirements in regard to interference. He must be able to transmit 
and receive at a speed sufficient to recognize distress or "keep out" 
signals. To qualify for an amateur first grade license, he must be able to 
take down telegraph signals in the international code at a speed of ten 
words per minute. 

For an amateur second grade certificate the requirenaents are similar 
to those for a first grade certificate, except that the former license is 
issued to an applicant who cannot be examined. If amateurs, for valid 
reasons, cannot appear in person and are able to convince and tatisfy 
the government authorities as to their knowledge of the subject, a 
license of this kind may be issued. If a license is secured the beginner 
should purchase or construct a simple transmitting set. 

WHERE TO TAKE THE EXAMINATIONS.— Operators' examina- 
tions may be taken at the following United States Naval radio stations: 
San Juan, Porto Rico; Colon and Darien, Canal Zone; Honolulu, 
Hawaiian Islands, and at the United States Army station at Fort Valdez. 
Alaska. 
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Amateurs residing in Washington an^ vicinity may take examinations 
at the Bureau of Navigation, Department of Commerce, Washington, 
D. C. Examinations are also held at the radio inspectors' offices in the 
following cities: 

Custom House, Boston, Mass. 
Custom House, New York, N. Y. 
Custom House, Baltimore, Md. 
Custom House, New Oiieans, La. 
Custom House, San Francisco, Calif. 
Federal Building, Chicago, HI. 
Federal Building, Detroit, Mich. 
205 Citizens Bank Building, Norfolk, Va. 
2301 L. C. Smith Building, Seattle, Wash. 

Applicants should write to the examining officer nearest to their 
station and secure a copy of form 756, the appUcation blank for an 
operator's license, and to the radio inspector for form 757 which is an 
application for a license for a land station. Amateurs at points remote 
from examining officers and radio inspectors can obtain second grade 
amateur licenses without personal examination. Examinations for first 
grade licenses will be conducted by the radio inspector when he is in the 
vicinity of their stations, but special trips cannot be made for this pur- 
pose. Persons holding amateur second grade operating licenses should 
make every efifort to take the examinations for an amateur first gra^ 
license or higher. 

LAND STATION LICENSES.— To secure a land station license the 
applicant fills out a blank form on which he states the nature, type and 
character of his apparatus. The authorities use this information in 
making calculations to determine the probable wave length and range 
of the set. In their final decisions they are not guided wholly by the 
type of the set alone but by the local conditions surrounding the station 
and the probable interference that it will set up. The license once 
granted the beginner may communicate with other amateurs, happy in 
the feeling that he has moved up a round on the wireless ladder. 
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CHAPTER II 

THE FORMATION OF A RADIO CLUB 

It is not difficult for amateurs to get in touch with one another, as a 
rule, for as soon as a new station has been erected and the owner begins 
to operate his set other wireless enthusiasts communicate with him. 
Names and addresses, which are among the chief requisites in the pre- 
liminary plans for the organization of a radio club, can be obtained easily. 

HOW TO GET TOGETHER.— In a comnpunity which is without a 
wireless organization the amateurs should meet and compose a letter 
inviting those in their neighborhood interested in the art who wish to 
join a radio club to correspond regarding the subject. This letter should 
be sent to the National Wireless Association, 233 Broadway, New York 
City, with a request for its publication in The Wireless Age. After it 
has been published a letter should be sent to prospective members of 
the organization, giving the name of the place where the first meeting 
of the club will be held and the date. 

It is the purpose of the National Wireless Association to aid in 
forming radio clubs in communities which lack them. Officers of the 
organizations will be admitted to the council of the National Wireless 
Association and arrangements will be made for the clubs to affiliate with 
military companies as accredited members and officers of signal corps 
which plan to hold summer military encampments. 

The following brief outline of the parliamentary procedure in general 
practice will serve as a guide to amateurs. The outline for the con- 
stitution for a radio club has been made as brief as possible, but nothing 
essential has been omitted. No reference has been made to by-laws. 
In reality they are amendments to the constitution and may be adopted 
from time to time at the business meetings. Amendments generally 
refer to the duties of committees, enlarging or diminishing their powers. 

TEMPORARY ORGANIZATION.— At the first meeting a temporary 
organization — a preliminary step to a permanent organization — should be 
formed. One of the amateurs present should rise and suggest that a 
chairman of the meeting be named. It is generally the custom to take 
a quick vote, and if the majority agree on some one individual he im- 
mediately may be considered elected and should take the presiding 
officer^ s chair. This appointment should be given preferably to one of 
those who aided in composing the letters to prospective members. 

The chairman should be supported by a recording officer, whom he 
may appoint directly. The recording officer, who is known as the 
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secretary for the temporary organization^ should make a complete record 
of the proceedings of the meeting. 

The chairman should then call the meeting to order. He should 
deliver a brief address, stating the object of the meeting and inviting 
discussion on the subject. 

An amateur should rise, addressing the chairma (if he is not known 
he should give his name) and be permitted to have full opportunity to 
state his views — the possibilities and impossibilities of the enterprise 
under consideration and the advantage of taking active steps towards 
forming a club. All of those at the meeting may voice their opinion 
regarding the subject in this manner. 

If the consensus of opinion shows that an organization is desired, it 
is in order for one person present to present a resolution which, for ex- 
ample, may be introduced as follows: 

Amateur addresses the Chair: '*Mr. Chairman." 

The Chairman acknowledges his right to the floor by calling his name: 
"Mr. Smith.'' 

Mr. Smith, to the Chair: "It seems tc be the general wish of those 
present tonight that a radio club be formed; I therefore propose that 
active steps be taken at once for the formation of such a club among the 
amateurs of this city." 

The Chairman repeats the motion to the audience, and says: "The 
motion is now open for discussion." 

If no discussion takes place and no objection is offered, the Chairman 
says: 

(1) "All those in favor of the resolution respond by saying aye." 

(2) "All those of a contrary mind say nay." 

If the ayes and nays seem about equal a vote by count should be taken. 

Several committees may now be appointed. It is often customary 
to appoint a Resolutions Committee first. The members of this com- 
mittee may be appointed directly by the Chairman, or, if those present 
so desire, by a general vote. 

It is the duty of the Committee on Resolutions to draw up a definite 
statement, placing in the form of a series of resolutions the general 
desires of the founders of the organization. The committee may with- 
draw from the meeting in order to decide upon the form in which the 
resolutions are to be put to the chair and then ask that they be acted 
upon by those present in the regular manner. 

A second committee, to be known as the Committee on Nominations , 
may be formed. The members of this committee may be appointed by 
the chair if those present at the meeting so desire. It is the duty of the 
members of the Nominations Committee to suggest or to place before the 
meeting, for nominations, the names o£ amateurs for election as officers 
of the permanent organization. 

A third committee, to be known as the Rules and Regulations Com- 
rnittee, should be appointed. The duties of the members of this com- 
mittee include drafting a constitution and by-laws for the permanent 
organization. 

Before the permanent organization is founded, a fourth committee 
should be formed to determine the eligibility for membership of those at 
the temporary m.eeting. This committee may have full power to in- 
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vestigate and determine in whatever way it sees fit whether or not those 
who wish to join are eHgible. 

It is understood, of course, that the committee will carry out the 
ideas of the members of the club. It is suggested that no one should 
be allowed to join the club as a full member who has not been actively 
connected with amateur radio telegraphy for at least one year. It should 
be further stipulated that in order to be eligible for membership the 
applicant must be thoroughly familiar with the United States laws 
pertaining to amateur radio telegraphy. (Copies of these rules and 
regulations can be secured from the Department of Commerce, Wash- 
ington, D. C, or the district radio inspectors. 

All committee reports must be presented to the chair for reading by 
the recording oflScer. It is then in order for some one at the meeting to 
present a motion for adoption or acceptance of the report of the com- 
mittee. When a motion is ofifered it must be seconded by another person. 
After it has been seconded a vote should be taken to determine the 
general sentiment of those present. 

As a rule, it is advisable that the meeting of the temporary organiza- 
tion be held first and the appointment of committees made as suggested. 

THE PERMANENT ORGANIZATION.— The affairs of the perma- 
nent organization can be handled at a second meeting. This will give 
the various committees sufficient time to carry on their deliberations 
properly. It is, however, possible to effect the entire organization at one 
meeting, although better results will be obtained if the founding of the 
permanent organization is postponed to a later date. 

When the permanent organization is to be effected, the various 
committees previously mentioned should report to th^ chairman. Usually 
the chairman of each committee reads his report before the entire as- 
sembly and the chairman of the temporary organization requests that 
action be taken. 

The Membership Committee should offer its report first. It should 
name those eligible to membership in the club, and a general vote of all 
present should be taken. If there are any present who are not eligible 
to membership they should leave before further business is taken up. 

The Rules and Regulations Committee should report next, stating 
clearly the constitution for the club. An outline of a constitution suited 
to general needs follows: 

Article I. — Sec. (1). The name of this association shall be The 
Radio Club of New York City, or The Cleveland Wireless Club, or The 
Allied Amateur Radio Clubs of Chicago. 

Sec. (2) . The object of this club shall be the bringing together of the 
amateurs of this city who are interested in the advancement of radio 
telegraphy and desire to become more familiar with the radio art. Pro- 
gressiveness shall be the keynote of this organization, and a general 
diffusion of knowledge pertaining to radio telegraphy its endeavor. 

Article II, Club Membership. — Sec. (1). The membership of this 
club shall be divided into two classes — full members and students. 

Sec. (2). Full members shall be those who have been actively con- 
nected with amateur radio telegraphy for at least one year and are able 
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to receive messages in the Continental telegraph code at a speed of at 
least five words per minute. 

Sec. (3). Students are those who have had no previous connection 
with amateur radio telegraphy, but are interested in the art and who, in 
order to familiarize themselves more fully with radio apparatus, desire 
to join a radio club. 

Sec. (4). A full member shall not be less than sixteen 3rears of age, 
and a student not less than twelve years of age. 

Article HI, Fees. — Sec. (1). The entrance fee (payable upon admis- 
sion to the club) shall be $1 for full members and fifty cents for students. 

Sec. (2). The annual dues for full members shall be $2, and for 
students $1. 

Article IV, Officers. — Sec. (1). The officers of the club shall be a 
President, Vice-President and Secretary-Treasurer. The latter office 
shall be filled by one member. 

Sec. (2). The President and Secretary-Treasurer shall be elected for 
six months and the Vice-President for one year. The President and 
Secretary-Treasurer shall not be eligible for immediate re-election to the 
same office. 

Sec. (3). The terms of the officers elected at any annual meeting 
shall begin on the second meeting of the club following the election. 

Article V, Election of Officers. — Sec. (1). Election of officers shall 
take place once every six months. 

Article VI, Management of Radio Club. — Sec. (1) . The management 
of the radio club shall be in the hands of the President, Vice-President 
and Secretary-Treasurer, who, in addition to their regular duties, shall 
be known as the Board of Directors. 

Sec. (2) . The Board of Directors shall direct the care and expenditure 
of the funds of the club, shall receive and pass on all bills before they are 
paid by the Secretary-Treasurer, and shall decide upon the expenditure 
of all moneys in various ways. 

Sec. (3). The Board of Directors shall from time to time adopt a 
series of by-laws which will govern the procedure of the various com- 
mittees which are later to be formed. 

Sec. (4). The President shall have general supervision of the affairs 
of the club under the direction of the Board of Directors. The President 
shall preside at the meetings of the club and also at the meetings of the 
Board of Directors. 

Sec. (5). The Secretary-Treasurer shall be the executive officer of 
the radio club, under the direction of the President and Board of Direc- 
tors. The Secretary-Treasurer must attend all meetings of the radio 
club and of the Board of Directors, and record the proceedings thereof. 
He shall collect all membership fees due to the club, and shall give re- 
ceipts for them. He shall have charge of the books and accounts of the 
club. He shall present, every three months, to the Board of Directors, 
a balance sheet showing the financial condition and affairs of the club. 

Sec. (6). Three committees shall be formed: 
(1). A Library Committee. 
(2). A Meetings and Papers Committee. 
(3). An Electrical Committee. 
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It shall be the duty of the Library Committee to keep the members 
of the club familiar with the latest articles pertaining to wireless tele- 
graphy appearing in various publications, and to see that the literature 
and books of the club are properly kept on file. 

The Meetings and Papers Committee performs the most important 
function of all. It shall be the duty of the members of this committee 
to make the meetings of the club of interest to all, particularly as re- 
gards intellectual development. It shall be their duty to make the 
meetings of scientific and electrical interest to the members of the club, 
and they shall do all in their means to enhance the knowledge of the 
members of the club in matters pertaining to radio-telegraphy; they 
shall also see that once each month a paper is read by an amateur mem- 
ber, chronicling interesting experiments which he has performed or 
suggestions he has to make. 

The Electrical Committee shall have direct charge of all the experi- 
mental apparatus in use by the club. The members of the committee 
shall see that the apparatus loaned by various members of the club is 
well taken care of. The Electrical Committee shall conduct all experi- 
ments and shall see that these are performed in a scientific manner. 

Article VU, Business Meetings. — Sec. (1). The semi-annual busi- 
ness meeting of this radio club shall be held on the first Tuesday in 
November and on the first Tuesday in April of each year. At this 
meeting a report of the transactions of all meetings of the previous year 
shall be read and the semi-annual election of officers shall take place. 

Article VUI, Club Meetings. — Sec. (1). The regular meetings of this 
club shall be held on Tuesday night every week throughout the year. 
Every fourth meeting shall be devoted to the reading of a paper on radio 
telegraphy by one of the members present. 

After the constitution and by-laws have been agreed upon and ac- 
cepted by tke members present, it will be in order for the Nominations 
Committee to present to the chairman a report on the nominees for the 
various offices to be filled. If the nominees are accepted, a general 
election by ballot shall take place. These officers should be elected in 
accordance with the constitution and by-laws adopted. 

THE HOME OF THE CLUB.— A radio club should, if possible, 
maintain quarters of its own. It is possible in the majority of cities to 
secure a room at a low price in one of the less prominent buildings upon 
which may be erected an antenna of fair dimensions. If the finances of 
the organization will not permit this, it is best that the meetings be held 
at the station of the member having the best facilities for the accommoda- 
tion of the members and an antenna well suited for their experiments. 

THE ANTENNA. — It is particularly important that the club room 
be located where it will be possible to erect an antenna. There should 
be two separate and distinct antennae, one of the inverted L, flat-top type, 
about 80 feet in length by 40 feet in height. This aerial will permit radia- 
tion at the wave length of 200 meters to comply with the government 
law. The second antsnna may be swung parallel to it and may be of 
any length up to 600 feet. The longer antenna should be used for the 
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purpose of receiving the longer waves of the various high power stations 
located in the United States and abroad. The shorter antenna should 
be used only for the purpose of sending to and receiving from amateur 
stations. 

INSIDE THE CLUB ROOM.— In the club room there always should 
be on hand a file containing copies of the latest magazines. The ap- 
paratus room should contain a black board to be used in the drawing 
of circuit diagrams to explain the working of wireless apparatus. 

The members of the club should raise a fund to be devoted to the 
purchase of books dealing with the technical side of wireless telegraphy. 
These should be added to from time to time until the library is quite 
complete. 

A series of maps showing the location of wireless telegraph stations of 
the world can be purchased from the United States Department of Com- 
merce. It is suggested, too, that one of the members of the club who 
has some skill as a draughtsman, draw a map of the section in which the 
organization is located. The stations of the various members and the 
distance from the quarters of the club to each station should be indicated 
on the map. 

THE WORKSHOP.— The workshop of the club should adjoin the 
radio station. The tools and materials for the latter can be contributed 
by the members of the club or purchased by a fund collected specifically 
for this purpose. No apparatus should be constructed in the wireless 
station proper. All work of this nature should be done in the workshop 
and after the experiments have been completed the apparatus should 
be taken to the radio room to be tested. Thjs room should contain a full 
set of electrician's tools, including an electric soldering iron and a first 
class work bench. Additional material necessary will suggest itself 
from time to time, and it may be supplied individually or purchased by a 
fund collected for the purpose. 

The radio club, of course, should have a substantial drawing table 
with a full set of instruments necessary for the drawing of circuit dia- 
grams, the plotting of resonance curves and the laying out of plans for 
the construction of apparatus. 

A COMPLETE EQUIPMENT DESIRABLE.— Interest at the club 
headquarters will be maintained if 4;he radio station is fitted with a fairly 
complete equipment. It is somewhat difficult to give advice applicable 
to each organization as to how much apparatus to install. The question 
undoubtedly will be governed largely by the amount of funds available. 
However, every radio club should, if possible, possess the following: 

An efficient 200-meter amateur transmitting set. 

A transmitting aerial of the proper dimensions for the radiation of 
energy at this wave length. 

A 200-meter receiving set for communication with local enthusiasts. 

An accurate wave meter having a range of from 200 to 3,000 meters. 
If possible a second wave meter having a range of from 3,000 to 10,000 
meters should be provided. 

An aerial hot wire ammeter. 
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A supersensitive long distance receiving set capable of giving response 
to damped and undamped oscillations. 

A receiving aerial from 600 to 1,500 feet in length for use with the 
long distance set. 

A buzzer tester. 

A complete buzzer practice system. 

The following communication from the Department of Commerce 
requires the earnest attention of the oflScers of radio clubs: 

"Radio station licenses can only be issued in the name of the club if it 
is incorporated in some state of the United States; otherwise the license 
must be in the name of some individual of the club which will be held 
responsible for its operation. 

"Radio clubs having a club station should apply to the radio inspector 
of their district for the assignment of an official call signal which must 
be used for all radio communication.'' 
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CHAPTER III 

ELEMENTARY PRINCIPLES OF THE RADIO TRANS- 
MITTER—ELEMENTARY THEORY OF DESIGN- 
INDUCTANCE COMPUTATIONS-TRANSFOR- 
MER DESIGN— THE THEORY OF SPARK 
DISCHARGERS 

It is difficult to separate the educational requirements of the in- 
dividual from those of the Radio Club as a whole. In the author's opin- 
ion one of the most important functions of the club is to disseminate 
ideas. Club discussions, the reading of technical papers and the con- 
duction of public experiments, tend to stimulate progress by extending 
the knowledge of the individual. Often the experimenter is in a quandary 
on some technical point but after listening to a paper or discussion 
between members, he goes away with knowledge a point in advance of 
what he possessed before. Misunderstandings in some technical point 
are thus frequently brought to light and the benefit to the radio com- 
munity as a whole cannot be overestimated. 

Beginners will soon find out that apparatus for radio transmission 
and reception involves advanced technical considerations. The working 
of the apparatus is based upon fundamental electrical principles which, 
in the design of a set, must be obeyed to the letter if any useful results 
are expected. A thorough study of the elements of electricity and 
magnetism is the first essential. Knowledge of the principles of low 
frequency alternating currents is next in importance. Then comes the 
study of radio frequency currents. The author may then be pardoned 
for abruptly dropping the subject of wireless telegraphy from the stand- 
point of the club as a whole, and treating it technically for the benefit of 
the individual for he has learned that the experimenter is primarily in- 
terested in the design of a good wireless transmitter and receiver. If an 
individual, through personal study and experimentation, obtains some 
unusual results the members of the club will soon hear of it and nothing 
gives the experimenter greater joy than to report the details of some strik- 
ing achievement to his fellowmen. Thus, what benefits one, benefits all. 

A brief treatment of the theory of radio transmission and reception 
will follow. The design of amateur apparatus will be discussed in an 
elementary way. 

ELECTRIC WAVES AND HIGH FREQUENCY ALTERNATING 
CURRENTS. — Radio telegraphy is conducted by means of electric waves 
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and electric waves are generated by alternating currents. In practice 
these currents are of very high frequency, particularly the waves of short 
length used by amateurs. 

The length of an electric wave is easily determined when the frequency 
of the alternating current is known. For if we divide the velocity of 
electricity which is computed to be 300,000,000 meters per second, by 
the frequency of the current the result is the length of the electric wave. 
Conversely iJF we divide the velocity of electricity by the length of the 
wave we obtain as a result the freqiiency of the alternating current. 

Thus amateur stations are limited by U. S, statute to the wave length 
of 200 meters. The frequency of the current for generating these waves is 

,, - 300,000,000 1 cnn AAA 1 J rr 

therefore -^^ or 1,500,000 cycles per second. If we compare 

this niunber with the frequency used in ordinary power work — 60 cycles 
per second — it is clear that the apparatus for generating currents of radio 
frequencies must be of a special type. The laws governing radio fre- 
quency currents, however, are not very different from those surrounding 
low frequency currents except in respect to certain phenomena which 
have been brought to light since Marconi's basic discovery. 

We arbitrarily call. current of frequencies above 10 jOOO per second radio 
frequency currents; those below 10,000 per second audio frequency currents. 
It is a striking fact, of which considerable note will be taken further on, 
that currents above 20,000 cycles per second are not audible in the 
telephone receiver, for the ear will generally not respond to sound vibra- 
tions above 20,000 per second. 

The lowest frequency so far used for wireless transmission is 15,000 
cycles and the highest runs into millions. The first named frequency 
corresponds to the wave length of 20,000 meters, or a wave whose length 
is approximately 13 miles. On the other hand the wave length of one of 
Marconi's early types of transmitter has been computed to be a few 
centimeters and the current frequency runs into billions. 

Commercial wave lengths in radio lie between 300 and 20,000 meters; 
the corresponding frequencies vary from 1,000,000 cycles down to 
15,000 cycles. 

It is clear that in designing a wireless transmitter for amateur use, 
the first consideration is the construction of apparatus to generate oscilla- 
tions at a frequency of 1,500,000 cycles. 

THE ELECTRIC WAVE RADIATOR.— The wave maker at the wire- 
less transmitter is called the antenna which is an elevated, insulated 
conductor varying in shape and form. The antenna may consist of 
a number of vertical wires attached to the top of a mast or tower; or it 
may have a portion vertical and the remainder horizontal; or it may 
assume the shape of the ribs of an umbrella. 

The antenna is more commonly called the ^^aeriaV^ and thus we have 
the ^^verticaV^ aerial, the ^Hnverted L flat top^' aerial, the ^*T flat top^^ 
aerial, the umbrella aerial and other modified forms. 

The lower end of the aerial is usually connected to earth through the 
medium of a good ground plate, but it is not necessarily so connected. A 
so-called ground capacity or counterpoise may be used. It consists of 
several wires spread over the surface of the earth or even insulated from the 
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earth. A combination of the imbedded earth plate and the counter- 
poise gives the best results. 

It is a fundamental principle of wireless telegraphy that if we generate 
high frequency currents and cause them to flow in an elevated conductor, 
more conmionly called an open circuit oscillator or antenna, electric wave 
radiation automatically takes place; but for intensive radiation the 
electrical constants of the oscillator must bear a definite relation to th5 
frequency of the appUed current. This relation will be explained in a 
following paragraph. 

The flow of currents in the elevated conductor or capacity is ac- 
companied by electromagnetic and electrostatic fields, a portion of 
which is detached from the radiator. These two fields constitute the 
electric wave. Fig. 116 shows the electrostatic field for a few cycles of 
aerial current and Fig. lie a complete cycle of the electromagnetic field. 

In transit these two fields are at right angles to each other and to the 
direction the wave is travelling. They are radiated outward at a velocity 
of 186,000 miles per second, or 300,000,000 meters. Actually the 
phenomena surrounding the detachment of the two fields are more com- 
plicated than they appear here but the two drawings serve to indicate the 
process of wave radiation in an elementary way. 

If another elevated- capacity or conductor (known as the receiving 
aerial) be erected miles distant, the magnetic and static components of 
the advancing wave motion act to induce in the aerial currents of the 
same frequency as flow in the transmitter aerial. The receiving aerial 
must have the same natural time period of electrical oscillat'on as the 
transmitter aerial, to receive any considerable distance. In other words 
the receiver must be tuned to the transmitter as will be explained in 
detail in a following paragraph. 

GENERATORS OF RADIO FREQUENCY CURRENTS.— We may 

now center our attention on apparatus for generating high frequency 
currents. The lowest frequency so far employed for practical electric 
wave transmission, to the author's knowledge, is 15,000 cycles, the 
highest a little less than 3,000,000 cycles. Theoretically, electric wave 
radiation occurs at all frequencies from the lowest to the highest, but 
aerials of enormous length would be required to radiate at frequencies 
below 10,000 per second. On the other hand the wave radiator for very 
short wave lengths must be exceedingly small. During the European 
war very successful communications were carried on over short distances 
at the wave length of 3 meters. The frequency of the antenna current 
was 100,000,000 cycles! 

Frequencies up to 200,000 cycles may be generated by dynamos. 
An example of such machines is the 2 kw. Alexanderson radio frequency 
alternator, the armature of which rotates 20,000 r.p.m.! The design of 
such a dynamo introduces many difficult mechanical problems and the 
construction is very expensive. Besides this, a current of 200,000 cycles 
would radiate at the wave length of 1500 meters, which is more than 
seven times the wave length alloted to amateurs, i.e., — 200 meters. 

The Paulsen arc generator works well at frequencies up to 200,000 
but is unsuitable at 1,500,000 cycles required for amateur transmission. 

The vacuum tube generator works well at all frequencies from ^ cycle 
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to 20,000,000 per second. There is every reason to believe that it will 
be used by amateurs in increasing numbers. 

Spark systems of transmission are mostly used among amateurs and 
will first be considered. The apparatus in this method is not so com- 
plicated as that of other systems and the material for construction is 
more readily obtained by the amateur. The spark transmitter requires 
neither the elaborate machinery nor the technical skill demanded by 
other systems. 

PRODUCTION OF DAMPED ELECTRICAL pSCILLATIONS.— 

An electrical oscillation circuit possesses the qualities of inductance j 
capacitance and resistance. The last named quality is undesirable, 
but an invariable accompaniment of an electrical circuit. 

A circuit made up of an inductance and a capacitance in series will, if 
impulsed periodically by an externally applied electromotive force, 
oscillate at a radio or an audio frequency j depending upon the magnitude 
of the product of the inductance and the capacity. 




Fia. 8. Simple oscillation circuit illustrating the production of radio frequency currents. 

Fig. 8 represents such a circuit. L is a simple coil of wire and C a 
condenser consisting of interleaved parallel conducting plates such as 
copper or tin foil insulated from one another by air spaces, by sheets of 
glass or mica, or by any of the well known insulators. An impulsing 
circuit comprising a battery B and a key K, is shunted across L. Upon 
closing K, current flows through L and a magnetic field encircles the 
turns of the coil. The condenser C receives a charge varying as the 
;.m.f . of the battery. Neither the current in the coil nor the charge in 
the condenser reaches its maximum value instantaneously. A certain 
interval of time is required to fulfill these conditions. 

The condenser exerts a back pressure or e.m.f. on the battery B, 
but since their e.m.f.'s are equal the condenser cannot discharge until 
the battery B is disconnected. If key K is then opened, the magnetic 
field about L collapses, induces an e.m.f. in L which gives a further 
charge to C after which C begins to discharge back through L. When 
C is completely discharged the field created around L collapses setting 
up an e.m.f. which charges C in the opposite direction from that in the 
first instance but with less intensity, for the energy supplied originally 
to the circuit is gradually dissipated. 

Several cycles of current traverse circuit L C before the energy of 
the original charge is completely used up. Oscillations of decaying 
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amplitude are generated as shown in Fig. 9. If L and C are properly 
chosen the current may oscillate at frequencies ranging from audibihty 
to a million or more. 

Such groups of oscillations are called damped oscillations .and the 
rate at which the amplitudes decrease is expressed by the '^logarithmic 
decrement.'' If K is opened and closed rapidly, say 500 times per 
second, 500 groups of damped oscillations will be generated in the circuit. 




looojooo *^^- 

FiQ . . Graphs showing the decaying groups of oscillations generated by oscillation circuits when impulsed 
by audio frequency voltages. 



The total energy in watts stored in L C, Fig. 8, during the charging 
period is the sum of the energies stored in the condenser and coil, that is 



and 



W = t) for the condenser, 



LP 
Tr=— 2~ for the coil. 



(1) 
(2) 



C is the capacitance of the condenser in farads, L the inductance of the 
coil in henries, / the final current in amperes flowing through L, and E 
the electromotive force in volts. It is evident that the energy in the 
condenser increases as the square of the voltage, and the energy in the 
coil as the square of the current. Powerful oscillations are produced 
in radio telegraphy by high voltages — 15,000 to 30,000 volts. 

We cannot produce powerful oscillations in the circuit of Fig. 8, for 
the voltage drop across the inductance of a radio frequency coil is con- 




PiG. 10. Circuit for the production of powerful radio frequency oscillations. The condenser C is energized 
by a high voltage transformer. The circuit LC Sia known in radio telegraphy as the closed oscillation 
circuit. 

siderable and the available e.m.f. to charge the condenser therefore 
relatively small. For effectiveness the inductance should be discon- 
nected from the condenser during the charging period and re-connected 
for discharge. 
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If a high voltage charging e.m.f. is employed, a special switching 
arrangement is not necessary. We may include a spark gap S in series 
with the inductance and condenser as in Fig. 10 and connect the con- 
denser to the secondary of a high voltage transformer. When the 
potential difference across the condenser terminals reaches a maximum, 
the gap S, if of the correct length, will be ruptured, and will become 
temporarily conductive permitting the passage of a few cycles of radio 
frequency currents around the circuit LC S. 

If condenser C is connected, to a 600 cycle high voltage transformer 
and the gap discharges the condenser once for each half-cycle of the 
charging current, 1000 groups of radio frequency oscillations will flow 
in circuit LC S. The frequency of the oscillations in LC S, may be 
varied either by a change of L or C 

A reduction of the capacitance of C increases the oscillation frequency. 
Cutting out turns at L effects the frequency in the same way. Ignoring 
resistance, the oscillation frequency of the circuit L C is determined from 

N=- ^^^, (3) 

L is the inductance of the coil in henries and C the capacitance of the 
condenser in farads. Hence if L= 0.0001 henry and = 0.0,000,001 
farad, 

N = , r = 5033 cycles. 

6.28 V 0.0001 X 0.0,000,001 ^ 

A more practical unit for capacity is the microfarad, =- 



1,000,000 

farad. 

The microhenry and the centimeter also are more practical units to 

express inductance. 1 microhenry = i nnn 000 ^^^^^ ^^^ ^ centimeter 
henry. 



1,000,000,000 

If L be expressed in centimeters and C in microfarads, L in formula 
(3) must be divided by one billion and C by one million. It then becomes 

A^=5M ^ (4) 

Again if L be expressed in microhenries and C in microfarads, then 

300,000,000 
^ 1884 yl-LC ^^^ 

It is important to note that the frequency of circuit LC S has nothing 
to do with the frequency of the charging current (which impulses the 
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condenser). No matter whether C is charged 100 or 1000 times per 
second, the frequency o{ LC S varies inversely as the product of the 
inductance and capacitance of the circuit. 

Suppose we desire to design circuit LC S to oscillate at approxi- 
mately 1,500,000 cycles. Letting L = 1840 centimeters and C= 0.006 
mfd. (an average value for amateur transmitters) we have, 

., 5,033,000 5,033,000 , _, . ^^ , 
N= ,-1 — = o OOP =1,514,500 cycles. 

V 1840x0.006 3.323 

By inci'easing the inductance of L slightly, the frequency will be 
lowered to 1,500,000 cycles. The circuit LC S in wireless telegraphy 
is called the closed oscillation circuit. 

THE OPEN CIRCUIT OSCILLATOR.— Just as we may generate 
oscillations of a predetermined frequency in the closed oscillation circuit, 
so we may generate them directly in what is termed the open oscillation 
circuit. This circuit comprises, the aerial, the earth plate, and the local 
tuning appliances for varying the wave length. In contrast to the 
closed oscillation circuit, the open circuit, when set into oscillation, 
radiates powerful electromagnetic waves. 

The closed oscillation circuit is a feeble radiator unless an enlarged 
closed circuit loop aerial is employed, such as will be described in Chapter 
XII. 




Fio. 11a. Illustrating the electrostatic capacitance of a wireless telegraph aerial. 

The inductance and the capacitance of the closed oscillation circuit, 
Fig. 10, are concentrated in the coil L and the condenser C, respectively. 
The open oscillation circuit external to the tuning apparatus has dis- 
tributed inductance and distributed capacitance. Such a circuit is shown 
in Pig. 11a. The inductance of the wire A E lies in its ability to store 
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up energy in the form of a magnetic field; and its capacitance in its 
ability to store up energy in the form of an electrostatic field. But these 
energies are distributed throughout the length of the vertical wire, and 
not concentrated or lumped in a small space as in Fig. 10. 

We may, in fact, look upon the aerial of Fig. 11a as one plate of an 
enlarged condenser y the earth being the opposite plate, and the intervening 
air the dielectric. Due to the large separation of the two sides of the 
condenser, we may expect the capacity of the average antenna to be 
relatively small. Normal values for amateur transmitting aerials lie 
between 0.00026 and 0.0006 microfarad. 

In Fig. 11a the spark discharge gap Si is connected to the secondary 
coils S-3 of a high voltage transformer. The primary coil is connected 
to a 60 to 600 cycle source, at potentials between 110 and 500 volts. 
The secondary potential may be 20,000 volts. 




WAVE ^ " WAVE 

Fig. lib. Detached loops of the electrostatic component of an electric wave motion. 

If we separate the spark electrodes of Si to the correct sparking dis- 
tance, and close the circuit to the primary coil, a series of sparks will 
discharge across Si] and, as in the case of the closed circuit, the open 
circuit oscillates at a radio frequency determined by the product of 
the inductance and capacitance of the circuit. 

Just before the spark discharges the space between the aerial and 
earth is filled with electrostatic lines of force. The potential difference 
at the spark gap Si ionizes the air, making it conductive and allowing 
the stored-up energy to discharge across the gap. Only part of the 
stored-up electrostatic field contributes to the energy of the spark. 
The remainder is radiated in the form of electrostatic loops as in Fig. 116. 
Magnetic fields also accompany the current oscillation as in Fig. lie, 
and part of this field also is detached from the aerial. Both fields, as 
already mentioned, are radiated outward at a velocity of 186,000 miles 
per second (or 300,000,000 meters). 

The aerial current oscillates through a very few cycles, the energy 
being dissipated in wave radiation, heat losses due to resistance, and 
heat due to absorption by obstacles in the dielectric medium. 

WAVE LENGTH. — The wave length of a simple vertical aerial wire 
is four times its natural length. Thus a rod 150' high would radiate a 
wave 600' in length or 184 meters. We would then say that the natural 
or fundamental wave length of the aerial is 184 meters. 
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For an aerial with 3 or 4 wires spaced a few feet, the factor of 4 no 
longer applies, for we have thus slightly increased the electrostatic 
capacitance and decreased the inductance of the system. We therefore 
must determine the wave length of the aerial from knowledge of its 
inductance and capacitance, or by means of a wave meter. 

The wave length of an open or closed oscillation circuit may be 
increased by adding a coil of wire in series, or decreased by a series 
condenser. All transmitting and receiving aerials have a coil at the base 
and many stations are equipped with a series condenser. Simple as 
well as more scientific means of determining the wave length will be 
described on pages 293 to 297. 



A 




FiQ. lie. The magnetic component of an electric wave motion for one cycle of antenna current. 

PRACTICAL DAMPED WAVE TRANSMITTERS.— Marconi's early 
type of transmitter is substantially that shown in Fig. 12. The dia- 
gram perhaps represents the simplest possible type of electric wave 
generator that may be constructed by the amateur. The aerial A to E, 
includes a loading coil L-1, a spark gap S-1 and is connected to earth 
at ^. PS is an induction coil with a secondary voltage of, say, 30,000 
volts. The primary is fed by a 6 to 30 volt storage battery. Some 
induction coils are constructed to operate oflf 110 volts d.c. 

An automatic interrupter / is mounted on the end of the core. When 
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key K is closed the interrupter breaks the primary current and high 
voltage currents are induced in the secondary *S. These currents charge 
the antenna, the stored-up energy of which discharges across the spark 
gap S-1, producing a few cycles of radio frequency oscillations for each 
discharge. 

The wave length of the system may be increased by cutting in turns 
at the coil Lnl, The coil consists of a few turns of a copper conductor 
of low resistance, such as stranded wire, copper tubing or copper strip 
wound in the form of a helix or a ^^ pancake. ^^ 




24 VOLT 
STORAGe BATTERY 



Fig. 12. The circuits of Marconi's early type of wireless telegraph transmitter. The antenna circuit is 
set into oscillation by an induction coil which may be fed by a storage battery or a d.c. dynamo. 



The spark electrodes are preferably of zinc, although brass or copper 
may be used. Electrodes 5^ of an inch in diameter are sufficient for 
small coils. For large coils, cooling flanges are attached to the spark 
electrodes. 

If L-1 is cut out of the circuit, the aerial being worked at its natural 
wave length, this transmitter radiates a so-called '^ broad'' wave; meaning 
that the wave emission will interfere with receiving stations, somewhat 
off tune with the natural oscillation frequency of the transmitter aerial. 
With a few turns of L-1 cut in, the statement above does not necessarily 
apply. The radiated wave may possess a degree of "sharpness" that 
compares very favorably with more modern apparatus' using coupled 
circuits. 
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The government authorities are not inclined to grant a license to 
operate the transmitter in Fig. 12, unless it be of a low power and located 
in a region where it is not apt to interfere with the working of government 
or commercial stations. 



*Tr7 

Wave PRODucce-. \ / 



High Vouta6£ 
AC. SouitCE 




\ 

low VOLTAGL 
AC SOURCt 



Fig. 13. Fundamental circuits of Marconi's inductively coupled transmitter which is almost universally 
employed in commercial and amateur practice. Powerful oscillations are first generated in the closed 
oscillation circuit LC S and then fed to the antenna circuit through the oscillation transformer I, L-1 . 

MARCONI'S INDUCTIVELY COUPLED TRANSMITTER.— This 

type of transmitter is employed almost universally. The fundamental 
circuit is shown in Fig. 13. Powerftd radio frequency currents are first 
generated in the circuit LC S and then transferred by electromagnetic 
induction to the aerial or open circuity A, L-l, L-2, C-1, A-1, E. iV is a 
low frequency generator — 60 to 1000 cycles, P-1 a primary reactance coil, 
and P the primary of a closed core transformer. The e.m.f . of the alter- 
nator may vary from 110 to 500 volts. 

The secondary voltage of the transformer may vary from 2500 to 
.30,000 volts according to design. Fifteen thousand volts is more gen- 
erally used. 

C is a high voltage condenser which in the amateur station rarely 
exceeds 0.008 mfd. L is the primary coil of the oscillation transformer 
L, L-l. Its value for the amateur set rarely exceeds 6 microhenries. 
The inductance of L-l, the secondary, may lie between 15 and 25 micro- 
henries. Lr2, the antenna loading coil, is not required for the general 
amateur station except for very short aerials. Twenty to 30 microhenries 
are generally sufficient. 

C-1, the shmi wave condenser, is only employed when the natural 
wave length of the aerial exceeds 200 meters. A condenser of 0.0002 
to 0.0006 microfarad is about correct for the amateur aerial where the 
fundamentsd wave length exceeds 200 meters. 
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il-1, the aerial ammeter is used to measure the aerial current and to 
determine resonance adjustments. A maximum scale reading of 5 am- 
peres sujfices for the set of the average experimenter. 

THEORY OF OPERATION.— In brief, the circuit in Fig. 13 oper- 
ates as follows: In general, when the key K is closed, current from the 
generator flows through the primary P. The resulting magnetic lines of 
force thread through S, the secondary, inducing therein high voltage 
currents of the same frequency as the primary current. 

With a 60 cycle transformer C is charged 120 times per second, and 
with a synchronous spark gap S, 120 sparks occur. One hundred and 
twenty groups of radio frequency currents are generated in LC S per 
second and since L is in inductive relation to L-1, 120 groups of radio 
frequency currents are induced in the aerial system. 

Some of the energy of the antenna currents, as already explained, 
is converted into an electric wave motion. 

THE PHENOMENA OF REACTANCE.— A striking phenomenon of 
radio frequency currents is that of electrical resonance. The process of 
bringing two circuits into resonance is called tuning. 

It is hoped that the explanation of the reactance effects of a coil and 
a condenser here given and in the paragraphs following, will aid the 
amateur in comprehending what adjustments are necessary to effect 
resonance in alternating current circuits. If a coil of wire is connected 
first to a source of 110 volts a.c. and then to a source of 110 volts d.c, 
it will draw a great deal more current in the latter case than in the former. 
The self-induction of the coil to rapidly changing currents causes it to 
"choke" their flow. The constantly changing magnetic field around a 
coil carrying alternating currents generates a counter e.m.f. within the 
coil which acts to impede the rise of current and which is sometimes called 
reactance voltage. We say then that a circuit possesses so much reactance 
and we express the opposing effects of reactance in ohms. 

The reactance of a coil increases ditectiy^ withihcrekse of frequency ! 
A coil which exhibits negligible reactance to a current of 60 cycles will 
offer very appreciable reactance to radio frequency currents. If it is 
desired to build up the currents in radio frequency circuits to an ap- 
preciable value the reactance of a coil must be neutralized. As will 
presently be seen, the reactance of a coil, in radio frequency circuits, is 
neutralized by the opposite reactance of a condenser connected in series 
with the coil. 

In d.c. circuits we are concerned mostly with their resistance, but 
in a.c. circuits reactance plays such an important part (as well as the 
resistance) that it must be given very serious consideration. Resistance, 
it must be remembered, entails a loss of energy in the form of heat, but 
reactance occasions no loss of energy in that way; it compels the applica- 
tion of a higher e.m.f. to a circuit to pass a given amount of current 
through it. It is well for the student to gain a clear understanding of 
the relative importance of reactance, resistance and impedance. This 
will be discussed more in detail in paragraphs following. 

FORMULAE FOR REACTANCE.— The reactance of a circuit is 
expressed in ohms. Letting iV = the frequency of the applied e.m.f., 
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Z/ = the inductance of the circuit in henries, and Xi = reactance in ohms, 
the reactance of an inductance is expressed 



Xi=2Tr NL 



(6) 



It can be shown also that the reactance of a capacitance is inversely 
proportional to the frequency of the applied e.m.f ., or 



Xc = 



1 



2Tr NC 



(7) 



where C = capacity in farads. 

Since in a series circuit the reactance of a condenser is opposite to that 
of a coil, as a means of distinction inductance reactance is called positive 
reactance, and capacitance reactance is termed negative reactance. 

If in an alternating current circuit inductive reactance predoininates, 
we obtain the resulting reactance by subtracting the capacitive reactance 
from the inductive reactance. The resulting figure denotes positive 
reactance. Conversely, if capacitive reactance predominates, we sub- 
tract the inductive reactance from the capacitive reactance and the 
resulting figure denotes negative reactance. 

If in any circuit to which is applied an e.m.f. of a given frequency, 

the reactance is zero and the strength of the current in such a circuit 
is governed solely by its resistance. This circuit under closer analysis 
will be found to be resonant to the impressed frequency and in radio 
telegraphy it is called a ^Huned" circuit. 

Any oscillation circuit may be placed in resonance with a particular 
impressed frequency by selecting a capacitance and an inductance of 
such magnitude that their reactances are equal. 




Fia. 14. Illustrating how radio frequency circuits may be placed in electrical resonance by the aid of a hot 
wire ammeter. 

DETERMINATION OF RESONANCE BY CALCULATION.— Using 

formulae (6) and (7), the reactance of the circuit L-1, C-1 in Fig. 14 may 
be calculated. Circuit L C S generates radio frequency currents at a 
frequency, let us assmne, of 1,500,000 cycles. Circuit L-1, C-1, AA in 
inductive relation to LC S contains the hot wire ammeter A-1 (scale 
to 6 or to 10 amperes). 
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If condenser C-1 is taken out of the circuit and the leads thereto 
connected together, and circuit L C S is set into oscillation, the ammeter 
A'l will give but a small deflection. The reason for this is that the 
inductive reactance of L-1 is very high for such frequencies but, on the 
other hand, if the reactance of C-1 equals that of L-1, the ammeter will 
give a higher reading, for the amplitude of the current in the circuit is 
then governed by the resistance of the circuit. 

Using formula (6) assume that L-1 =0.00001 henry and iV, the 
oscillation frequency = 1,500,000 cycles, the reactance of L-1, 

Xi =6.28X1,500,000X0.00001 =94.2 ohms. 

Giving C-1 a capacity of 0.000,000,001,126 farad, its reactance 

^^"6.28X1,500,000X0.000,000,001,126"^^*^ ^*^°"' 

Hence, the capacitive and inductive reactance are equal and opposite 
at the frequency of 1,500,000 cycles. The two circuits in Fig. 14 are 
then in resonance, that is, they have the same natural frequency of osdUa- 
tion. 

We may prove this by formula (4). Remembering that 0.000,000,- 
001,126 farad = 0.001,126 mfd. and 0.00001 henry = 10,000 centimeters, 
we may substitute these values in formula (4). 

^^ 5,033,000 
VITC" 
or 

N= , ^^^^^^ 1 ,.500,000 cvcles. 

V 10,000X0.001126 

Knowing the reactance of the coil in a series circuit for a given 
frequency, the capacity of a condenser for the same reactance is found 
by transposing (7), viz: 

To find L, when C for a given frequency is known, 

^=2-#Ar (^0) 

TUNING IN PRACTICE.— Fortunately for the amateur experi- 
menter, he does not have to go through the preceding calculations to 
obtain resonance in established radio transmitting circuits, for two 
circuits of radio frequency may be placed in resonance by means of a 
hot wire ammeter alone. Coupled circuits may be tuned in this way, 
provided the inductance and the capacitance in both circuits are of such 
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magnitude that resonance is possible. The chief disadvantage of tuning 
by hot wire ammeter is that one does not know the frequency of the 
circuits and consequently cannot tell the wave length — ^a matter of 
prime importance in view of the restricted amateiw wave length. 

The physical operation in tuning circuit L-1, C-1 to circuit LC S, 
Fig. 14, is to set the tap on inductance L-1 at some point and vary C-1 until 
the meter A-l reads a maximum. Similarly C-1 may be set at some 
capacity, and L-1 varied until meter A-l reads a maximum. Likewise 
within limits L-l and C-1 may be set at some definite value, and either 
L or C varied until A-l shows a maximiun. 

Precisely the same method is employed in tuning to resonance the 
closed and open circuits of Fig. 13. The variable elements in the an- 
tenna circuit are L-1 and I/-2. In the closed circuit C is usually fixed 
and L is varied by the tap. Circuit LC S may be set to some wave 
length by a wavemeter, and then L-1 or L-2 varied until A-l reads a 
maximiun. The antenna circuit is then in resonance with the closed or 
spark gap circuit. Tuning in practice is preferably carried on by means 
of a wavemeter, the use of which will be explained in Chapter XI. 

The amateur must keep the following clearly in mind. If two 
oscillation circuits (LC and I/-1, C-1) are in inductive relation, one 
transferring energy to the other, no matter how large or small may be 
the values of L or C, L-1 or C-1, if 

LXC=L-1XC-1 

then the circuits are in electrical resonance and the most effective transfer 
of energy will take place. 

The method of determining the values of L and C for any particular 
wave length (or frequency) wUl be explained below. 

Referring again to the circuits of Fig. 14. When the generating 
circuit impresses high frequency e.m.f .'s on the next circuit, the reactance 
of L-1 at resonance is equal to that of C-1. Say then, that C-1 is set at 
some capacitance below that necessary for resonance, and gradually 
increased to resonance and beyond. At the lower values of capacity, 
capacitive reactance predominates, but as it is increased to resDuance, 
the capacitive reactance gradually decreases until at resonance it equals 
the inductive reactance of Ir-1. If now, the capacitance of C-1 is in- 
creased further, inductive reactance predominates, the capacitive react- 
ance becoming less and less. 

When the circuits L-l, C-1 and LC S are in resonance with each 
other, either will separately oscillate at substantially the same frequency, 
if impulsed periodically by an external e.m.f . 

PHASE ANGLE. — When two alternating currents in a given circuit 
or in separate circuits reach their positive and negative amplitudes 
simultaneously, we say that the currents are in phase. If one current 
reaches, let us say, a positive maximum a little later than the second 
current reaches the same maximum, we say the currents $ire out of phase. 
Now a difference of phase of one complete cycle is regarded as equivalent 
to the angle of the whole circumference of a circle or 360°; therefore a 
difference of phase of a quarter cycle is equivalent to 90°^ and of a half 
cycle to ISO"*, 
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The term phase angle is not only convenient to express the diflferenee 
in phase between two diiBferent currents, but also to express the angle of 
lead or lag in circuits in which the applied e.m.f . and the current do not 
reach their maximum amplitudes at the same instant. 

LAG AND LEAD IN ALTERNATING CURRENT CIRCUITS.— 

Wlien a coil of wire is traversed by alternating currents, its self induction 
tends to prevent the rise of the ciurent, whereas a condenser under the 
same conditions has the opposite effect, i.e., it assists the current to 
reach its maximum ampUtude sooner than it would were the capacity 
not present. 

This may be summed up by saying that the reactance of a coil tends 
to make the current lag behind the impressed e.m.f., and that the react- 
ance of a condenser causes the current to lead the applied e.m.f. In 
the first case, we have what is called a lagging current and in the last 
case a leading current. We say in such circuits that there is a phase 
displacement and we express such displacements in degrees. 

If a circuit possessed inductance only (if such were possible), the 
current would lag 90° behind the impressed e.m.f. If a circuit con- 
tained capacitance only, the current would lead the impressed e.m.f. 
by 90°. In practice, a displacement of 90° cannot be obtained but the 
condition can be approached. ^ 

It is now clear that in any circuit containing a condenser and a coil 
in series, their reactances are opposite and if they were made just equal 
they would neutralize; that is, there would be neither *'lag" nor "lead'' 
and the current and the applied e.m.f. would build up in phase. 

HOW TO CALCULATE THE ANGLE OF LAG OR LEAD.— The 

angle of lag and lead may be calculated if we know the capacitance, in- 
ductance, resistance and the frequency of the e.m.f. applied to the cir- 
cuit. This computation is of little interest to the average amateur 
experimenter but for those who may care to carry it out the following 
brief analysis is given. 

The tangent of the angle of lag is the ratio of the inductance reactance 
to the resistance of the circuit, or 

a_ reactance _ 2t N L 

resistance jB ^ ^ 

The tangent of the angle of lead is the ratio of the capacitance react- 
ance to the resistance of the circuit, or 

. /J reactance 1 . n ^-^x 

^ ^= resistance =2¥WC^^ <*2) 

In both formulae d = the phase angle. 

The angle corresponding to any value of tan 6 may be found in a 
table of sines, cosines and tangents. Suppose, for example, tan 6 as 
found by either formula (11) or (12) is 1.16. By referring to the above 
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mentioned table of sines and cosines it will be found that 1.16 is the tan- 
gent of the angle of 49**. We would then say that the angle of lag or 
lead (depending upon whether we are considering inductive or capacitive 
reactance) is 49**, that is, the current leads or lags behind the impressed 
e.m.f . by 49"*. 

If a circuit has both capacitive and inductive reactance, the smaller 
value should be subtracted from the larger value and the result inserted 
in the numerator of formula (11), that is 

tanfl=^ (13) 

where X is the resulting reactance. 

PHASE ANGLE AND ITS RELATION TO POWER.— Although the 
amateur experimenter may not be inclined to give the matter of phase 
angle much consideration, he is compelled to do so when determining 
the power of an alternating current as in transformer circuits. 

In d.c. circuits, the power consumption is determined as in Fig. 15, 
where G is a d.c. dynamo, R, a load, V, a voltmeter and A, an ammeter. 
The power in watts is expressed: 

W^IXE (14) 

Where /= current in amperes 

^=e.m.f. in volts. 
Then if ^ = 100 volts, 7 = 10 amperes, 

TT = 100 X 10 = 1000 watts = 1 kilowatt. 

Now in a.c. circuits when the current either leads or lags behind the 
voltage, the true watts cannot he measured by a voltmeter or an ammeter, 
for if curves of e.m.f. and current out of phase are plotted, it will be 
found that there are instants during a complete cycle when. the volts 
are directed, in one way and the current the other. If power curves 
(which are the product of the effective volts and amperes at various 
instants during the complete cycle) are plotted it will be found that the 
resulting power is less than would be obtained if the e.m.f. and current 
were in phase. 

In order to measure the a.c. power of a circuit such as that in Fig. 16, 
it is necessary to multiply the product of the readings of the voltmeter 
and ammeter by some factor which takes into account the phase relation 
of the e.m.f. and current in the circuit- The quantity by which formula 
(14) is multiplied to get the true power in watts is called the power factor 
which is equal to cos d, where 6 as before is the phase angle; that is, the 
cosine of Ihis angle gives us the multiplier for the a.c. power formula. 
For a.c. circuits then, 

Tr=/X^XCosfl (15) 

R 

where Cos fl = power factor which also =-^ 

where Z =the impedance of the circuit in ohms. 
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Fio. 15. Showing the use of an ammeter and a voltmeter for measuring the power of d.c. circuits. 
Fia .16. Showing how the k . v .a . reading of an alternating current power circuit may be determined . 
Fio. 17. Showini^ the position of a wattmeter in an alternating current circuit for measuring the power 
consumption in watts. 

The product of the readings of the voltmeter V and the ammeter A 
in an inductive circuit gives a resultant called the apparent watts. 

On the other hand, the wattmeter connected as in Fig. 17 gives the 
trice watts because the wattmeter is designed to be independent of phase 
angle. 

If I and E are read as in Fig. 16 and W is determined as in Fig. 17, 
we may obtain the power factor as follows: 



Power factor = 



true watts 
apparent watts 



(16) 



For example, if, in Fig. 16, 7 = 20 amperes and E = 110 volts, the 
apparent watts = 20X1 10 = 2200 watts. If, by means of the wattmeter 
connected in the same circuit it is found that W = 1200 watts, then* 

power factor =22QQ =0.54 =54%. 

The apparent power in any circuit is often referred to »s the Ar.v.a. 
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reading, that is the kilowatts obtained by multiplying the pressure by the 
current as read from instruments in the circuit. 

While the apparent watts and the true watts in a.c. circuits may 
diflFer considerably, the amateur must take care to design his apparatus 
to handle the full current as determined from the k.v.a. reading, for the 
heating effect of the current is there, although the full power of the 
current is not available for a useful purpose. 

OHM'S LAW FOR ALTERNATING CURRENTS.— In d.c. circuits, 

E 
Ohm's law is expressed I—'pf meaning that the current in any circuit 

is directly proportional to the applied electromotive force and inversely 
proportional to the resistance. In alternating current circuits (to ex- 
press the true relation between the voltage and the current) the effects 
of reactance must be taken into account as well as resistance. For 
alternating currents, 

/=f ^ (17) 

where Z= the impedance of the circuit. 

The combined opposition of reactance and resistance to the flow of an 
alternating current is called impedance, which, like reactance and re- 
sistance, is expressed in ohms. 

Letting Z -impedance, X= reactance, and 12 == resistance, it can be 
shown that 

^=y^TT» (18) 

Formula (17) may then be written: 

/= • ^ (19) 

Now if a circuit possesses inductive and capacitive reactance formula 
(18) becomes 



or 



Z^^B^+(2rNL-^:^y 



Z^<m^{Xi—XcY 



(20) 



It is now clear that if 2 tt iV L — the inductive reactance, is equal 

to 7z — TTPi — ^the capacitive reactance, the reactance expression in the 
2 TT iV C 

denominator of equation (20) may be .eliminated. Then Z= V/Ja or 
Z = R; that is, the impedance of the circuit is equal to its resistance. 
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This is what may be expected in a resonant circuit. Formula (19) for 
resonance circuits then becomes /=—-== or 7 =-5- which is the same as 
the expression for direct current. 



Pig. 17A. 
tude re] 




bh of a cycle of an altemating current following the curve of sines. If the maximum ampli* 
^nts an e.m.f . of 100 volts, the effective value=100 x 0.707=70 volts. 



^ 



EFFECTIVE AND MAXIMUM VALUES OF ALTERNATING 
CURRENTS. — It. will be evident from the current curve of Fig. 17a, 
that an alternating current undergoes periodic changes in ampUtude and 
in direction. Say, as an illustration, that the current during each cycle 
rises from zero to a positive maximum of 15 amperes and then falls to 
zero; and for the next half cycle, reverses its direction and goes through 
the same set of values. The question arises, how are we to determine 
the effect of a current undergoing such a continual change in amplitude? 
It is clear that we must take some sort of an average value to determine 
the effectiveness of an alternating current in order that we may compare 
it with a direct or steady current. 

The effectiveness of the alternating current is defined in terms of its 
relative heating effect compared to the heating effect of a direct current. 
The heat developed by a direct current is at every moment proportional 
to the square of the current at that moment, and is therefore constant. 
In the case of an alternating current, the average heating effect is pro- 
portional to the average of the squares of all the values of the current 
during a cycle (such as may be equal to the points A, 5,C, D, .B,f, 
etc., in Fig. 17a). The average in the Case of a sine current is the same 
value that would be obtained by taking one half of the square of the 
maximum current during the cycle. 

It is now clear that a direct current, the square of which is equal 
to the average of the squares of an alternating current over a com- 
plete cycle, produces the same heat as the alternating current. This 
is the effective value of the alternating current and since its square is 
equal to J^ the square of the maximum value, the effective value 

P I 

It = — o^ where J« = the maximum value. This may be written J« = — ?= 

which is the same as the maximum value multiplied by 0.707. 
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This means, then, that if the maximum amplitude of a cycle in a sine 
wave alternating current is 15 amperes, its effective value is 15X0.707 
= 10.6 amperes. That is, an alternating current that rises and falls 
uniformly between a value of +15 and — 15 amperes, produces the same 
heating effect as a direct current of 10.6 amperes. 

Alternating current voltmeters and ammeters give the effective values 
of alternating currents not their maximum values. 

In the primary circuits of his high voltage transformer the amateur 
experimenter is concerned with the effective valries of the current and 
voltage. But in the secondary circuit, knowledge of the maximum 
e,m,f. is essential because the discharge at the spark gap is related to 
the maximum e.m.f. 

The effective value of an alternating current is sometimes called the 
^Woot m£an square^ ^ (r.m.s.) value because the effective value of a sine 
wave is equal to the square root of the average of the squares of current 
taken at all points throughout the cycle. 

It is well to remember then that when connection is made to a 110 

volt a.c. source, the maximum value of the e.m.f. per cycle is ^ „^„ 

= 155 volts. 

When the amateur purchases a 15,000 volt transformer, for example, 
he should ascertain from the maker whether this represents the r.m.s. 
value or the maximimi value per cycle. For if it is the maximimi value, 
the effective or r.m.s. value, in a sine wave, is 15,000X0.707 = 10,605 
volts. 

DETERMINATION OF THE WAVE LENGTH OF AN OSCILLA- 
TION CIRCUIT. — Knowing the values of inductance and capacitance 
in a closed oscillation circuit, i.e., a circuit with lumped or concentrated 
inductance and capa^tancCy the amateur may calculate the equivalent 
wave length by a simple formula. The computation is a little riiore 
complex when applied to the open or antenna circuit, due to part of the 
inductance and capacitance being distributed throughout its length and 
the remainder lumped. The experimenter who does not lean toward 
preciseness may apply the wave length formula for lumped circuits to the 
open circuit. The per cent error for the Jppen circuit is roughly 
negligible. ? 

We have first the fundamental wave feng^/^ fornaula: 

where x stands for wave length, F = the velocity of electromagnetic 
waves (300,000,000 meters per second) and iV=the oscillation frequency. 
Hence if the antenna circuit of the amateur's transmitter oscillates 
at 1,500,000 cycles, \'^ ' . 



I ^u 300,000,000 ^AA * 

^^^^^"Tsooiooo""^"^^*^"- 
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If 



then 



-I 



"-{ 



But, according to formula (3), N^^-^ . where L= inductance in 

^^ yLC 

henries and C = capacity in farads. 
Hence 




or 

(22) 

This is the fundamental formula for determining the wave length 
when the lumped inductance and capacitance of a circuit are known. 

The units, the farad and the henry , are too large for radio circuits in 
every day practice and if used would involve long decimal expressions. 
For example, letting C in Fig. 13 = one ten-billionth of a. farad and 
L = 16 millionths of a hen ry, then 

x = 6.28X300,000,000X V 0.000016X0.0,000,000,004=151 meters. 

The more serviceable units for radio calculations are the microhenry, 
the millihenry or the cenHmetet for inductance, and the microfarad or the 
micro-microfarad for eapSlcitance. 

l|000|0OO microhenries « 1 henry 

1,000 millihenries = 1 henry 

1,000,000,000 centimeters « 1 henrv 

1,000,000 microfarads » 1 farad 

1,000,000,000|000 micro-microfarads « 1 farad. 

If L is expressed in centimeters and C in microfarads, L in formula 
(22) , must be divided by one billion and C by one million. The formula 
then becomes 

x-59.6 ^lTc (23) 

Similarly if L is expressed in microhenries and C in microfarads, L in 
formula (22) must be divided by one million, and similarly C. The 
formula then becomes 

X = 1884 VTC (24) 
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Formulae (22), (23) and (24) are, as mentioned above, strictly 
applicable to lumped circuits, but many experimenters for a first approxi- 
mation are content to employ them for the open circuit as well. 

Some confusion has existed regarding the computation of the wave 
length of the antenna circuit, with or without a condenser or a loading 
coil at the base. The matter has been cleared in Bureau of Standards 
Bulletin No. 74 and should be consulted by the reader. 

In the first place, we may assume a uniform current and voltage 
distribution throughout an aerial, a condition which does not exist in 
practice, because of the high frequency of the currents employed. Gen- 
erally the current is a maximum at the base or grounded portion, and 
zero at the top or free end. Conversely, the voltage reaches a maximum 
at the top or free^end, and is zero at the earth connection. 

However if Ln is tb ^ ^'y»d\]fit,«^^'^ nf ^^^ flgf^fnp pnrfinn for iinifoni^ 
current distributio n, and C^p the capacitance for uniidrm* voRage distri- 
Dution^and an mdUiBtance Li is inserted iii the lead-in^ formula j[22) ex-^ 
pressed precisely reads as follows: (The lead-in is assumed to be free" 
from inductance and capacitance except the inductance of Li) . 



~^ ^ '^l LqCq 



or 



\- 


27r 
" K 


x= 


50.6 
' K 



VLoCo (25/ 



Here IT is a correction term (first given by Dr. Cohen), the ratio of 
the inductance of the loading coil at the base to the.distributed inductance 

I of the antenna. Values of K for various ratios of y^ are given in Fig. 18. 

Now, if there is no lumped inductance at the base, i.e., the antenna 
has purely distributed inditctance and capacitance, 



hence 



=^'=0; and from Pig. 18, X=«1.57 



. 6.28 Tr , * 



or 



. (26) 
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TABLE I 



Li 


V 


L, 




U 


K 


U 


K 


0.0 


1.571 


3.1 


a539 


.1 


1.429 


3.2 


.532 


a 


1.314 


3.3 


.524 


3 


1.220 


3.4 


.517 


.4 


1.142 


3.5 


.510 


^ 


1.077 


3.6 


.504 


.6 


1.021 


3.7 


.4977 


.7 


0.973 


3.8 


.4916 


^ 


.931 


3.9 


.4859 


.9 


.894 


4.0 


.4801 


1.0 


.860 


4.5 


.4548 


1.1 


.831 


5.0 


.4330 


1.2 


.804 


5.5 


.4141 


1.3 


.779 


6.0 


.3974 


1.4 


.757 


6.5 


.3826 


1.5 


.736 


7.0 


.3693 


1.6 


.717 


7.5 


.3574 


1.7 


.699 


8.0 


.3465 


1.8 


.683 


8.5 


.3366 


1.9 


.668 


9.0 


.3275 


2.0 


.653 


9.5 


.3189 


2.1 


.640 


10.0 


.3111 


2.2 


.627 


11.0 


.2972 


2.3 


.615 


12.0 


.2850 


2.4 


.604 


13.0 


.2741 


2.5 


.593 


14.0 


.2644 


2.6 


.583 


15.0 


.2556 


2.7 


.574 


16.0 


.2476 


2.8 


.564 


17.0 


.2402 


2.9 


.556 


18.0 


.2338 


3.0 


.547 


19.0 


.2277 






20.0 


.2219 



Fio. 18. A table of constants showine the values of K for various ratios of Lt /Lo where Li=the inductance 
of the antenna system and L(F=the inductance of a loading coil at the base. 



The above formula to correspond with (23) should read 



and to correspond with (24) 

x = l200VTc 






(^ \ 



(27) 



(28) 



Formulae (26), (27) and (28) are the expressions for a plain aerial circuit. 
It has been shown that wave length computations of loaded antennae, 
using the formula for lumped circuits, are suflSciently accurate when Co, 
the capacitance of an aerial for uniform voltage distribution, is employed 
as the capacitance for alternating currents of any frequency. But Lo, 
the inductance for uniform current distribution, is not the inductance for 

any frequency.* However, -^may be taken as the inductance for alter- 
nating currents, and the two values (Co and -^j may then be inserted 

in the formulae (23) or (24) with practically as accurate results as are 
obtained from the use of formula (25) . 



*See "Radio Instruments and Measurements," pp. 69 to 81. 
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Hence, if Li is the low frequency inductance of the loading coil at the 

base of the aerial, -^ the low frequency inductance of the antenna itself, ^ ( 

and Co its capacitance, we may use the relation -^ ^ *-^"*^ 

'•I ^ 

If Li is 3}^ times -5?, the above formula is within a negligible percentage 

as accurate as formula (25). 

If then we call L, the low frequency inductance, Ca the low frequency 
capacity, and Li the low frequency inductance of the loading coil, 
formula (29) becomes . 

X-69.6V(Li+L«)Ca ^ ^"' A^) 

In general the low frequency value for the inductance of a coil may be 
used for all frequencies. 

As will be shown on page 297 formula (30) may be employed to 
determine the effective inductance and capacity of an aerial by inserting 
two loading coils at the base and noting the corresponding wave lengths 
on a wave meter. This data is then substituted in formula (67) page 297. 

DATA FOR THE AMATEUR TRANSMITTER.— The builder of 
amateur apparatus desires to determine the electrical dimensions of the 
inductances and capacities in the closed and open circuits, and the wind- 
ing data and core dimensions of the high voltage transmitter. It is the 
intention to show first, in an elementary way, how these values are 
related and then to describe in detail the construction of the actual 
apparatus. 

ITie magnitude of the electrical constants of the amateur's transmitter 
are limited to certain values by reason of the enforced use of the 200 
meter wave. Haphazard design and construction is not permissible, if 
maximum efficiency is the goal and the law is to be obeyed. 

Take first the matter of power consumption in the transformer cir- 
cuits. As a first consideration we want the condenser C of Rg. 13 for 
amateur wave lengths, to be just as large as possible in order that the 
set will absorb a fair amount of power at comparatively low voltages. 
The energy taken by the condenser circuit may be computed by the 
following formula: (This equation does iiot take into consideration cer- 
tain transient phenomena in spark gap circuits and requires considerable 
modification in practice) . 

letting TF = power in watts, S= spark voltage in kilovolts, iV= spark 
frequency (twice the frequency of the charging current), and C = capaci- 
tance of the condenser in microfarads, then 
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Say then that in Fig. 13, the transformer potential with the condenser 
connected is 20,000 volts, the spark frequency 120 cycles (power fre- 
quency =60 cycles) and the capacitance of the condenser, 0.01 micro- 
farad, then 



and if iV be increased to 500 cycles; 



^ 0.01X20^X1000 onnn ** o i^ 
Tr= ci =2000 watts or 2 kw. 



This shows that, all other conditions remaining equal, the power 
increases with the frequency of the charging source*. Actually the 
power may exceed or be less than the value given by the above formula; 
for one thing when the condenser discharges across the gap, the trans- 
former is on bhort circuit, and whether this will cause it to draw more 
power depends upon the amount of magnetic leakage in the transformer 
circuits and whether or no the transformer operates at resonance. 

It will now be clear that at the wave length of 200 meters, and with a 
current source of 60 cycles, the amateur cannot utilize the power input 
of 1 kw. permitted by law, unless very high voltages are employed. For 
the maximum condenser capacitance that may be employed for 200 meter 
working is 0.01 mfd. as will be explained in the following paragraph. 
Such high voltages are disastrous to insulation and require an abnormally 
long spark gap which tends to puncture the dielectric of the condensers 
and leads to all-around inefficiency. 

To find the capacitance of the secondary condenser for a given power, 
voltage, and frequency, we may transpose formula (22) viz: 

C=^ (32) 

As an example let E = 15,000 volts, iV = 1000 sparks (500 cycles) and 
W = 500 watts, find the required capacity. 

DETERMINING THE INDUCTANCE OF THE PRIMARY OF 
THE OSCILLATION TRANSFORMER.— The primary of the oscilla- 
tion transformer requires an inductance of at least 1000 centimeters to 
transfer an effective amount of energy to the antenna circuit. The 
following computation will show that 0.01 mfd. is the maximiun per- 
missible capacitance in the closed circuit for the 200 meter wave. 



'Assuming synchronous discharges. 
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Letting 0.01 mfd. =the capacitance of the condenser, let ns determine 
the value of L in Fig. 13. L in practice should not be less than a single 
turn of wire of not too small diameter. Transposing formula (23) 

^' (33) 



3552XC 
or 

200" 

= 1.12 microhenries =0.001 12 millihenry. 

This in practice, as will be found by inductance computations, means 
that the connections between the condenser, spark gap, and primary 
inductance of the oscillation transformer must be extremely short, and 
that the average amateur's oscillation transformer could not have more 
than one small turn of wire in the primary. The capacity, 0.01 micro- 
farad, obviously is the highest value for the closed circuit condenser that 
the amateur can use. 

A condenser of 0.01 microfarad requires such compact mounting of 
the apparatus to keep the inductance of the connecting leads in the 
closed oscillation circuit at a minimum, that it is more practical to re- 
duce the capacitance to, say, 0.008 microfarad. Then for the 200 meter 
wave the primary inductance, 

200* 
^= 3552X0.008 = ^^^ centimeters, 

a slight increase over the former case permitting the use of longer leads 
for connecting up the apparatus in the closed circuit. 

CALCULATION OF CAPACITY.— To determine the capacitance of 
a condenser such as used in spark gap circuits, we may use the formula, 

C =0.0885 a: — (34) 

where C is measured in the unit micro-microfarad which is 



1,000,000 
of a microfarad (mfd.) = ^^^ ^^ ^^ ^ farad that is, a micro-micro- 

^^""^ " 1,000,000,000,000 ^^""^^ 

S= surface area of one plate in square centimeters 
r = thickness of dielectric in centimeters 

jK = a constant — the inductivity of the dielectric which varies with 
the insulating material as in the following table. 
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Table H 



Dielectric 



Flint glass, doable extra dense . . . 

• * very dense 

« « lirfit 

« « yerylifht 

Mica sheet, pure 

Glass, common (radio frequency) . 

* * (audiofrequency).. 

Paraffined paper 

Air at ordinary pressure (standard) 



Value of K 




10.iC 




7.40 




6.85 




6.57 


4.00 to 


8.00 


3.25 to 


4.00 


3.02 to 


3.09 




3.65 




1.00 



Fio. 19. Table showing tho indurtivity constants of various dielectric substances. This table is useful 
in the calculation ofcondenser capacities. 

An average value of K for ordinary glass is 6. 

Let us take a pane of common glass 14'^ x 14*', cover it on both sides 
with tin or lead foil 12*^ x 12*^ and calculate its capacity by the foregoing 
formula. Remembering that 1 inch =2.54 centimeters: 

iSf = (12X2.54)«=929 
r = (1^X2.54) =0.317 

nog 
C=0.0885X6Xg-^ = 1554micromicrofarad8=0.0016 mfd. (approx.) per plate. 

Five plates in parallel = 5X0 0016=0.008 mfd., the capacitance 
desired as in the preceding paragraph. If the potential of the trans- 
former exceeds 15,000 volts, a series — parallel connection must be 
employed. 

For two condensers in series. 



C=. 



1 



(35) 



Ci'Ci 



where Ci and C2 are the total capacity of each bank. This formula 
indicates that the capacity of two equal condenser banks in series is 
one-half that of one bank. Therefore with the series parallel connec- 
tion, the number of plates used in a simple parallel connection must be 
multiplied by 4 to obtain the same capacity as that of a single bank. 
That is, we must make 20 plates of the above dimensions, place 10 
plates in parallel in each bank and connect the two banks in series. 
Following formula (35), 



C=- 



1 1 .^0.016 f.,,^ ., 
J — =— 2— = IX— y— =0.008 mfd. 

oToi6"^o7ol6 0T0I6 

If the conducting surface of the condenser A and the thickness of the 
dielectric t are expressed in inches, formula (34) becomes 



^ g A 2248 
txw 

1010 = 10,000,000,000 
C " capacity in microfarads 
A *area of the dielectric (between conducting surfaces) in square inches. 



(36) 
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Owing to the diflFerent values of K for various grades of glass, the 
value of C obtained by (34) or (36) will only be correct when K is ac- 
curately known. For the closed oscillation circuit the inductance of 
the primary L may be varied slightly until the desired frequency is 
obtained (note formula (4) page 24) and any inaccuracies in the capaci- 
tance computations may thus be compensated for. The amateur may 
employ (34) or (36) for calculating the capacitance of condenser plates of 
other dimensions. 

For a condenser of any number n of similar plates, alternate plates 
connected in parallel, formula (34) becomes 



=0.0885 K i!L-M. (37) 



For l/^ kw. 600 cycle transmitters, C is usually 0.006 mfd. For 
J^ kw. 500 cycle transmitters, C is generally 0.004 mfd.; 0.008 mfd. is a 
good average for the amateur set operated from 60 cycles at powers 
between J/^ and 1 kw. 

In summary, it is now clear that if the capacity C of the closed oscilla- 
tion circuit for any given wave length is first determined upon, L may 
be found by formula (33) here repeated: 



x» 



3562 C 



If L is decided upon for any given wave length. C is found by the 
following: 

- ^' (38) 



3552XL 



Assume x = 200 meters and L = 3000 cms. Find the value of C. 



^=355^=«-^^-^^- 



DESIGN OF THE OPEN OR ANTENNA CIRCUIT.— The induc- 
tance and the capacitance of the plain aerial circuit without a coil or 
condenser at the base, are distributed throughout its length. Assume 
an aerial, which as determined by measurement, has inductance of 
50,000 cms. and capacitance of 0.0005 mfd. According to the Cohen 
formula (27), 



X =38 V 50,000X0.0005 = 190 meters. 
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in case a loading coil is inserted at the base to raise the wave length, 
we may use the formula (30) for lumped circuits, being sure to draw the 
distinction between the inductance for uniform current distribution and 
the inductance for low frequency alternating currents: that is, in (30) 

Lo J 

Assume for an amateiur's aerial, Li the secondary of the oscillation 
transformer = 10,000 cms.; La, the low frequency inductance of the 
antenna = 17,500 cms.; and Ca the capacitance of the antenna =0.00041 
mfd. Then from formula (30) 



X=59.6V (10,0 00+17,500) X0.00041 
=59.6 V 11.27 
=200 meters approx. 

We may, as a matter of illustration, compare the Cohen wave length 
formula for the open or antenna circuit with the formula for lumped 
constants (30). Take, for example, a flat top aerial 40' in height, 60' in 
length, composed of four wires spaced 2'. According to the table in 
Fig. 20, 

Lo= 35,000 cms. 
Co=0.000258mfd. 



For the fundamental wave length according to (25) 



A — «- V X/Q C{ 



K 



0^0 



Since there is no lumped inductance at the base 7-^=0, and from the 
table Fig, 18, K = 1 .57 . Hence, 



X=pg|= V 0.000268X35,000 =38 V 9.03 = 116 meters (approx.). 



Let us now insert a coil of 10,000 centimeters at the base. Then 

T^=J?^ = 0.286. From the table Fig. 18 ^=1.21 (approx.). 
Lq oo,UUU 

Then, according to the Cohen formula, 
59.6 



=2f^ V 0.000258 X35,000 = 139.6 meters (approx.). 
1 . z\ 
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According to formula (30) 



X=59.6V(Li+Lo)a 
Li = 10,000 cms. I«=^=?^|59.-. 11,666 cms. 



Ca =0.000258 mfd. Hence, 



X=59.6 V(10,000+11,666)X0.000268=141 meters (approx.). 

« 

The result disagrees with the Cohen formula by less than 2 meters. 
For larger loading coils at the base the error becomes proportionately 
less as will be found from further use of the table Fig. 18. 

DETERMINING THE SECONDARY OR ANTENNA LOADING 
INDUCTANCE FOR A GIVEN WAVE LENGTH.— Taking the antenna 
of the dimensions cited in the previous paragraph, we may determine 
the amount of lumped inductance to be inserted at the base, in order 
that the antenna will radiate at 200 meters. 

Remembering 1^ = 11,666 cms.; Ca = 0.000258 mfd. and by trans- 
posing ^I) ' \ '. ^ \ ^ ! < ■ ' X'*' 

Hence 

2no> 
^'- 3552X0.000258 -"'^°^"'^'^- 

10,000 cms, could be allotted to the secondary coil and the lemaining 
22,000 cms. to the aerial tuning inductance or loading coil. 

DETERMINING THE WAVE LENGTH OF AN AERIAL FROM 
ITS DIMENSIONS —It is scarcely worth while for the amateur to 
calculate the wave length of an antenna from its dimensions. Elaborate 
and intricate equations have been developed for determining the capaci- 
tance and inductance of aerials per centimeter length, but they are 
laborious and do not take into account the effect of local obstacles, such 
as trees, buildings, roofs, etc., all of which make such computations 
somewhat inaccurate. 

If the reader aoubts this, let him refer to the tuning records of the 
Marconi Company and note the widely different wave lengths obtained 
from antennae of nearly identical dimensions. The equations are based 
upon ideal conditions which are not found in practice. Moreover the 
disposition of the lead-in introduces an uncertainty into the wave length 
equation. 

There is a simple rule for calculating the wave length that applies 
roughly to flat top aerials. If the antenna wires are spaced no more 
than 3', multiply the total length of the antenna by 4.7. Thus, if the 
total length of the aerial from the earth plate to the free end is 100', 
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470 
25 



the wave length = 100X4.7 =470'. And since 1 meter =3.25', « 

= 145 meters approximately. In other words the total length of the 
aerial in feet multiplied by the factor 1.44 will give the wave length in 
meters. This rule of course does not take into account a loading coil 
at the base. It is simply a crude determination of the fundamental 
wave length. 

Table m* 

HORIZONTAL LENGTHS 



Hft. 


40 ft. 


60 ft. 1^ 


80ft. 


100 ft. .. 


120 ft 


Cmf. 


Lcm. 


Cmf. 


Lcm. 


Cmf. 


L cm. 


Cmf. 


L cm. 


Cmf. 


L cm. 


30 
40 
60 
89 
100 


.000186 
.000190 
.000213 
.000241 
.000268 


22430 
28900 
42180 
55410 
69000 


.000252 
.000258 
.000276 
.000300 
.000325 


28230 
35000 
48800 
62400 
76260 


.000331 
.000324 
.000337 
.000360 
.000382 


34010 
41100 
55460 
69320 
83500 


.000395 
.000392 
.000400 
.000418 
.000439 


39770 
47200 
62090 
7S0O 
90750 


.000456 
.000459 
.000463 
.000478 
.000496 


45610 
53310 
68700 
83300 
98020 



Fio. 20. Table giving the total inductance and capacitance of 4-wire aerials of the inverted "L" type. 

Table IV* 

HORIZONTAL LENGTHS 



Hft. 


60 ft. 


80 ft. 


100 ft 


120 ft. 


140 ft 


Cmf. 


L cm. 


Gmf. 


Lcm. 


Cmf. 


Lcm. 


Cmf. 


Lcm. 


Cmf. 


Lcm. 


30 
40 
60 
80 
100 


.000252 
.000258 
.000276 
.000300 
.000325 


15050 
21000 
33790 
46530 
59870 


.000334 
.000324 
.000337 
.000360 
.000382 


16530 
22580 
35460 
48330 
61690 


.000395 
.000392 
.000400 
.000418 
.000439 


18000 
24150 
37150 
49850 
63430 


.000456 
.000459 
.000463 
.000478 
.000496 


19480 
25740 
38820 
51870 
65340 


.000555 
.000528 
.000522 
.000538 
.000553 


20950 
27320 
40500 
53630 
67180 


Hft. 


160 ft. 


180 ft 


200 ft 


240 ft 




Cmf. 


Lcm. 


Cmf. 


Lcm. 


Cmf. 


L cm. 


Cmf. 


L cm. 




30 
40 
60 
80 
100 


.000629 
.000599 
.000582 
.000597 
.000610 


22430 
28900 
42180 
55380 
69000 


.000702 
.000664 
.000645 

.000654 
.000667 


23900 
30500 
43860 
57190 
70840 


.000775 
.000731 
.000706 
.000713 
.000724 


25380 
32050 
45550 
58950 
72680 


.000923 
.000867 
.000830 

!000838 


28330 
34720 
48890 
62490 
76310 







FiQ. 21. Table giving the total inductance and capacitance of 4-wire "T" aerials. 

It is preferable in any case for the amateur to purchase a calibrated 
wave meter. By means of this instrument he can measure the funda- 
mental wave length in a few minutes with greater accuracy than it can 
be calculated; and moreover, he can measure the inductance and capaci- 
tance of his aerial in a much shorter time than he could calculate it. 
This data enables him to determine the required antenna inductance for 
any desired wave length. 



* Calculated by formulae given by G. W. Howe, London Electrician, August and September 1914. 
A simple explanation of Howe's formulae ajppears on pages 46 to 61 in the bool^ "Cf^lculation and Meas* 
urement of Inductance and Capacity" by W. H. Nottage, 
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The experimenter interested in making the calculation of the in- 
ductance and capacitance of the flat top portion of an aerial should con- 
sult pages 247, 248, 249, and 250 of Circular No. 74,* Bureau of Stan- 
dards, giving formulae for calculating the inductance per centimeter 
length of the flat top portion of an antenna; and on pages 239 and 240 
he will find formulae for determining the capacity of the flat top per 
centimeter length. The inductance calculations involve the determina- 
tion of the inductance of a grounded horizontal wire, then the mutual 
inductance of two ground parallel wires, and finally the inductance of 
N grounded wires in parallel. The value so obtained is the inductance 
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FiQ. 22. The wave lengtha of 4-wire *'L" aeriala with no loading at the base. 

for uniform current distribution. When a loading coil is inserted at the 
base of the antenna and the formulae for the wave lengths of lumped 
circuits is employed, the value of L determined as above, divided by 3, 

that is -o^, eliminates the error which otherwise would exist when using 
the formula for lumped circuits, viz., x = 59.6 yl LC. 



* Entitled "Radio Instnupents find Measurepienta." Wireless Press, Inc., 233 Broadway. N- t. 
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WAVE LENGTH TABLES.— Employing the formulae developed by 
G. W. Howe for determining the cp^pacitanee and inductance of horizontal 
aerials, A. S. Blatter man has prepared tables giving these values for 
four-wire inverted "L" and ^^T^ aerials, composed of 4, No. 14 wires 
spaced 2' apart. For the L aerials, the table in Fig. 20 covers heights 
from 30' to 100' and lengths from 40' to 120'. For the "7"' aerials, the 
table in Fig. 21 covers heights from 30' to 100' and lengths from 60' 
to 240'. 

The curves of Fig. 22 show the fundamental wave lengths of "L" 
aerials without a loading coil at the base, and those of Fig. 23 the wave 
lengths of the same aerials with 10,000 centimeters at the base. The 
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Fig. 23. The wave lengths of 4-wire "L" aerials with a loading of 10,000 centimeters at the base. 



value of 10,000 centimeters may conveniently represent the secondary 
inductance of the oscillation transformer. Fig. 24 gives the funda- 
mental wave lengths of ^^T^ aerials of various dimensions, and Fig. 25 
their wave lengths with 10,000 centimeters at the base. 

These data do not check up identically with the practical antennae 
of the given dimensions, but the figures are sufficiently close for approxi- 
paate computations, 
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The curves of Fig. 23 are perhaps of the most value to the amateur 
who has not yet erected a transmitting aerial, for they give him the 
wave lengths of "L" aerials of different heights and lengths with a 
loading coil of 10,000 centimeters at the base. 
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Fio. 24. The wave lengths of 4-wire "T" aerials with no loading at the base. 

DIMENSIONS OF AERIALS FOR 200 METERS.— It will be found 
from the curve Fig. 23 that four wire ''L^' aerials, with 2 foot spacing, of 
the following dimensions will radiate at 200 meters, with 10,000 centi- 
meters at the base. 

TABLE V 



Length of flat top 


Height 


107.5 feet 
100 " 

82.5 « 

66 

47.5 « 


30 feet 
40 •* 
60 " 
80 « 
100 - 



FiQ . 24a . Dimensions of aerials suitable for 200 meters . 

HOW TO CALCULATE THE INDUCTANCE OF AN OSCILLA- 
TION TRANSFORMER.— Referring now to Fig. 26, there is shown 
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diagrammatically the fundamental circuits of the amateur's wireless 
transmitter, marked with the values of inductance and capacity in the 
closed and open circuits which will cause these circuits to resonate at a 
frequency equivalent to 200 meters. Let the beginner understand that 
other values of inductance and capacitance will also afford the wave 
length of 200 meters as should be clear from the curves of Figs. 22 to 26. 
These particular values were selected to show the method of computation. 




eo 100 IZO 140 IGO ISO i'OO 

LEMGTH OF 5pAM [FRET) 
Fig. 25. The wave lengths of 4^wiTe "T" aerials with a loading of 10,000 centimeters at the base. 



As an illustrative example let us determine the dimensions of in- 
ductances L and Li in Fig. 26 to equal 1400 and 32,480 centimeters 
respectively. If the mean diameter and length of a coil are first 
decided upon and the inductance required is known, we may determine 
the required number of turns by transposing the indtictance formula to 
follow. But rather than do this a primary and secondary coil will be 
selected which are known to be near to the inductance desired and their 
inductances computed in accordance with the formula. This will show 
the experimenter how to use the formula so that he may calculate the 
inductance of any primary and secondary coils he may have at hand. 
One or two trial computations will reveal the correct dimensions for any 
given inductance in practice. 

Nagaoka's formula for computing the inductance of coils may be 
expressed as follows: 



L=47r« 



(40) 
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Where 



L = inductance in centimeters 

a » mean radius of the coil in centimeters 

n s total number of turns 

6 s equivalent length of coil in centimeters 

X =a factor varying as -r- 
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FiQ. 26 



26. Showing the electrical constants of the closed and open circuits of the amateur transmitter for 
the wave length of 200 meters. 

The values of K for the ratio ~ appear in Pig. 27 (taken from page 224, 

Bureau of Standards Bulletin No. 169, Vol. 8, No. 1). 

Adopting a coil of dimensions which is known to be suitable for the 
primary of Fig. 26, we will make it of three tiu-ns of copper tubing %" 
in diameter, as a conductor of low resistance is essential to this circuit. 
The mean diameter will be 7*^ and the distance from center to center of 
each tiu-n will be 1 ", that is, the pitch of the winding is 1 ''. 



r 



bi^iodc 



WHUt 



Axis 



EQUlVALtHT LENGTH -N*D, 
• N« WHOLE NUMbEROr TURNS 
FOR A CLOSE WINDING b'N«0, 

2a -MUN RADIUS 

b -OVERALL LENGTH 

-DISTANCE BETWEEN CENTERS- 

DIAMETER OF CONDUCTOR I 

-1 INCLUDING INSULATION FOR A' 

CLOSELY WOUND COIL. 



sa 



9,9 ooo 



¥' 



'k\ 



Fio. 28. Showing how the dimensions of a coil are related to Nagaoka's and Lorenz's inductance formulae . 

Fig. 28 shows how the dimensions of the coil are connected with the 
formula; a, the mean radius is the distance from the center of the coil to 
the center of the wire; 2a is the mean diameter; b is the overall length 
which is nX-D, where n is the whole number of turns and D the pitch 
of the winding. 
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The pitch of the coil above is 1*^, that is, it is 1*^ from the center of 
wire No. 1 (Fig. 28) to wire No. 2. The ''equivalent length'' is there- 
fore 3X1 or 3^ 

Using the notations in formula (40) and remembering that 1*^ = 2.54 
cms. 

n=3 

5 = (3X2.54)=7.62 
a = (33^X2.54) =8.89 
47r*=39.47 



Entering Fig. 27, following the line leading from the notation 2.33 
in the B column to curve B, and thence downward to the horizontal, 
axis (using the B notations), we find 2.33=0.49 (approx.) the value of K,, 
Hence. 

L=39.47X ^^y^y^^' X0.49 = 1805 cms. 

a value in excess of the desired primary inductance but preferably so, as, 
will be explained. 

USE OF THE CORRECTION TERM.— The inductance computed 
by formula (40) is termed the '^current sheet" inductance, based Upon 
the assumption of a coil wound with infinitely thin tape, the turns of 
which touch but are not in electrical contact. The ''current sheet'^ 
length of a coil is equal to the whole number of tiu'ns multiplied by the 
pitch of the winding. Dr. Rosa has given a correction factor for the; 
practical coil, which is neghgible with some coils and important with 
others. 

The result obtained by formula (40) is sufficiently accurate for the 
amateur's needs, but if he desires greater precision he should apply the 
correction formula, the use of which follows: 

Letting 

L» = current sheet inductance as in (40) 

L = true inductance 

Lc= the correction value, then 

In other words, Le must be subtracted from L, as obtained from (40). 
Now 

Lc^iTaniKi+Kt) • (41) 

Here, 1^2 is a constant ^TT-, where D is the pitch of the winding (thef 

distance from center to center of successive tiu'ns) and d the diameter of 
the wire. K2 takes into account the difference between the truQ induct- 
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Fio. 30. Values of Xa for variouB numbers of turns. 



0^5 



ance of a turn of wire and that of a tiun of the current sheet. K3 is 
another constant, which depends upon the difference in the mutual 
inductance of the turns of a practical coil from that of the current sheet 

inductance. In Fig. 29, K2 is plotted against the ratio of -j. and in 

Fig. 30, Ks against the number of tin-ns. It should be noted that K2 
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may be positive, negative, or zero. To the left of the zero line Fig. 29 
it is fiegative, to the right, positive* . 

Applying formula (41) to the problem just worked out we have 

first -^ =0.25 and from Fig. 29, 



Kt- — 0.8 (note negative si^) 

n=3 and, therefore, from Fig. 30, JTj =0.175 (approx.) 
47r = 12.566 



Hence 



Lc = 12.566X8.89X3 (—0.8+0.175) 

Lc = 12.566X8.89X3 (—0.626) 

Lc = (— 208) cms. 

L ^ U—Lc = 1805— (—208) =2013 cms. 

The value, 2013 centimeters, is too large, for according to the previous 
calculations the inductance of the primary L should not exceed 1400 
centimeters. Moreover, 4(K) to 600 centimeters must be allowed for the 
connecting leads leaving about 900 centimeters (0.9 microhenry) as the 
actual inductance of the primary L, Fig. 13 or Fig. 26. This will mean 
in practice that not quite two turns of the primary of the dimensions we 
have selected can be employed, for x = 200 meters. But it is well to have 
an additional turn or more, as it is doubtful if the amateur by using 
formula (34) can predetermine the dimensions of a condenser to have 
the exact capacitance of 0.008 mfd., because of the different inductivity 
values of various grades of glass. 

The exact position of the tap on L in Figs. 13 or 26 for 200 meters can 
easily be found by a wavemeter, biit it is of considerable advantage to 
be able to predetermine the approximate number of turns required before 
going about the construction. The amateur may use formula^(40) to 
calculate the inductance of any primary or secondary coil he has at 
hand, whether used in the transmitting or receiving radio frequency 
circuits. 

DETERMINING THE ANTENNA INDUCTANCE.— We have shown 
that approximately 32,000 centimeters were required at the base of the 
aerial in Fig. 26 to raise its wave length to 200 meters. We may assign 
part of the inductance to the secondary of the oscillation transformer and 
the remainder to the aerial tuning inductance. We will allow 10,000 
centimeters for the secondary and 22,000 centimeters for the aerial tuning 
inductance. 

The primary coil as already determined consists of three turns, spaced 
1 " from center to center and with a mean diameter of 7 ". The secondary 
may be larger in diameter, or smaller, or the same size. It is rarely 
necessary to build the oscillation transformer so that these two coils are 
telescopic. Sufficient coupling is generally provided when the coils 
are placed "end-on." 

We will arbitrarily make the secondary coil of the same mean diam- 
eter, with a smaller conductor and less spacing between turns. We will 



* Values of Ki and Kz may be interpolated from pace 2^ "Radio Instnmients and Measijrements." 
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use a secondary coil of 10 turns of ?^' copper tubing, with a pitch of %' 
and a mean diameter of 7*^. 

Using formulae (40) and (41), 



equivalent length ^nXD = lOX^ -7H' 
n - 10 turns 

a = (3}^X2.54)-8.89cms. 
^ = (7^X2.54) = 19.05 cms. 

I2:=0.703 



L=39.47X-5^^-^X0.703 = ll,609 



For the correction term using formula (41) 



47r = 12.566 
a =8.89 cms. 
n = 10 turns 

-^=^0^=0.25. Therefore K2'-0.S 

IT, =0.266 

Lc = 12.566X8.89Xl0 (—0.83+0.266) 

= 12.566 X8.89 X 10(— 0.564) 

=—628 cms. 
L = 11509— (—628) = 12,137 cms. 



This value is too high but it is well to have an extra turn or more to 
make up for inaccuracies in other computations. 

The primary and secondary coils of the amateur transmitter need not 
have the overall dimensions given, viz., primary S'^xT^ and the secon- 
dary 7J^'^x7'^. Other diameters, spacings, and lengths are satisfac- 
tory. These dimensions were selected principally to indicate the method 
of computation. They are, however, correct for an amateur's trans- 
mitter. The spacing between turns should not be reduced unless insu- 
lated wire is employed, or the secondary voltage of the power trans- 
former is less than 10,000 volts. 

INDUCTANCE OF THE ANTENNA LOADING COIL.— It is now 

necessary to determine the correct dimensions of a coil to have inductance 
of 22,000 centimeters. We will arbitrarily use a loading coil of the same 
dimensions as the secondary but twice the length. The experimenter 
must understand that a coil twice the length of our first calculation will 
give more than twice the inductance. But as explained in connection 
with the previous problem, a few additional turns are desirable. 

Using the previous dimensions in regard to spacing and diameter, 
we will make the aerial tuning iftductance of 20 turns of %*' copper tub- 
ing with a winding pitch of %'^ and a mean diameter of 7*^. 
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Using formula (40) , 



equivalent length =20X^ = 15'' * 

n=20 turns 

a = (3J^'X2.54)=8 89cms. 
6 = (16X2.54) =38.1 cms. 

^=^=0.466 
15 

K= 0.828 

L=:39.47X ^^^^^ X0.828=27,117 cms. 



For the correction factor using formula (41) 



4 7r = 12.666 
a =8.89 
n=20 

T;=^?rli^=0-25. Therefore K2—O.S 

U U.70 

K,=0.3 

Lc = 12.566X8.89X20 (-^.8+0.3) 

= 12.666X8.89X20(-4).5) 

= — 1117 cms. 
L=27,117—(— 1117) =28,234 cms. 



The few extra turns will make up for inaccuracies due to factors 
surrounding the antenna which the wave length computations do not 
take into account. 

Should the dimensions of the amateur's aerial differ from those 
given in the tables of Figs. 20 and 21, and should he desire to calculate 
the dimensions of a secondary coil to raise the wave length of 200 meters, 
he should employ the inductance and capacitance of the aerial, in the 
tables that correspond closely to the dimensions of his aerial, and 
compute as explained in connection with formula (39) . Simple methods 
of measuring the inductance and capacitance of any aerial will be des- 
cribed on pages 297 to 300. After the values have been determined by 
measurement, the necessary secondary inductance for a given wave 
length may be computed with considerable accuracy. 

FINDING THE NUMBER OF TURNS FOR A GIVEN INDUCT- 
ANCE. — Suppose it is found that for a given wave length a secondary 
coil of 35,000 centimeters is required. By transposing formula (40) 
we may determine the required number of turns provided we first decide 
on the mean diameter and the length of the coil. 

From (40), 



Digitized by 



Google 



Radio Design 63 



Where 



n » number of turns 

a ^ mean radius in cms. 

6 » length of ''current sheet" 

L- inductance in cms. 

Since there are n turns in the length 6, the coil must be wound with a 

pitch — . If the pitch proves to be less than the diameter of the wire, 

or gives a winding with the turns too close, the designer must assume a 
new length and try again. 

It is clear that if the coil is to be used as the secondary of the oscilla- 
tion transformer in a transmitting set, it must withstand high voltages, 
and the turns must therefore be well spaced. 

Let us arbitrarily take a coil of M^" copper tubing, wound on a form 
24*^ in length with a mean diameter of T^, and determine the number of 
turns required for an inductance of 35,000 centimeters. 

Using (42) above, 

a=3J^X2.54=8.89 cms. 
&=24X2.54«60.96 cms. 

^=;^=0.29. (Prom curve Fig. 27) 

IT =0.887 
L =35,000 
4 TT* =39.47 

5 35,000X60.96 ^^. 

''=39_^X(8.89)«X0.887=^^^ *PP~^- 
n= V 771=27.8=28 turns (approx.) 

b 60.96 ^._ ^oc* ^ 24 ^o-^ 

—=-7rs— =2.17 cms. =0.85'' or, — =7r3=0.85''. 
n 28 n 28 

That is, for an inductance of 35,000 centimeters on the above form 
we must wind 28 turns of Jle*' tubing, spaced 0.85"' from center to center. 
This gives ample spacing between turns for moderate voltages. 

INDUCTANCE OF A FLAT SPIRAL —The pancake type of oscilla- 
tion transformer is widely used. It consists of a few turns of copper 
strip or ribbon mounted on a bakelite or hard rubber base. It oflfers 
the convenience that a sliding contact may be mounted on a revolving 
arm, by which the inductance may be varied by any small fraction of a 
turn. The construction is' slightly more difficult than the plain helix 
type and the calculation of the self-inductance rather tedious. 

The following formula is applicable. For extreme accuracy a cor- 
rection term must be applied. It is purposely left out here as the error* 
will not harm in the practical amateur set. 



♦See pp. 260-261 "Radio Instruments and Measurements." 
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Ri*MN^ WIDE ^ Thick 

FiQ. 31. Showing how the dimenaions of a "pancake" coil are related to the inductance formula. 



TABLE VI 





Yi 


b^ 
c 


Y. 


0. 

0.025 
.05 
.10 


0.5000 
.5253 
.5490 
.5924 


0. 

.025 
0.05 

.10 


0.597 
.598 
.599 
.602 


0.15 
.20 
.25 
.30 


0.6310 
.6652 
.6953 
.7217 


0.15 
.20 
.25 
30 


0.608 
.615 
.624 
.633 


0.35 
.40 
.45 
.50 


0.7447 
.7645 
.7816 
.7960 


0.35 
.40 
.45 
.50 


0.643 
.654 
.665 
.677 


0.55 
.60 
.65 
.70 


0.8081 
.8182 
.8265 
.8331 


0.55 
.60 
.65 
.70 


0.690 
.702 
.715 
.729 


0.75 
.80 
.85 
.90 


0.8383 
.8422 
.8451 
.8470 


0.75 
.80 
.85 
.90 


0.742 
.756 
.771 
.786 


0.95 
1.00 , 


0.8480 
.8483 


0.95 
1.00 


0.801 
.816 



FiQ. 32. Table of constants for use with formula (43) for spiral pancakes. 



The following expression applies to pancake coils where b is less 
than c. 

L = .01257a«» [2.303 (l+^+^) iog,„|_,.+_^ „] (43) 
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Where 



L= inductance in microhenries 

n= number of turns 

6 = width of ribbon (ecfuivalent length) ^ 

c^^nXD, where D = pitch of the winding = center of cross section of one turn 

t o cente r of next turn 
d= Vb«+c*= diagonal of the cross section 
a=meanradius=ai+}^(n — 1) D, where ai=J^ of the distance AB, in 

Fig. 31 



^or-^ = r/. 



h 



from tabre Fig. 32. 



Assume the coil in Fig. 31 consists of 5 turns of copper ribbon J4"^ 
in width, v«/ in thickness wound with a pitch oi %'\ The inner diam- 
eter A to B is V. 

Remembering 1 inch = 2.54 cms. the following data obtains: 

n=5 
6=MX2.54=0.635cm. 

ai=l><?^^5.08cm. 

D=^iX2.54=0.9525 cm. 

a=l^+K (4X0.9625) =6.985 cms. 

c=nXD=5X0.9525=4.7625 cms. 

A = ^L^ =0.1331 and from table Fig. 32 
C 4 . 7d25 

yi==0;6180 and i/, =0.6059 
0^=4 8.79 6^ =0.4032 0^= 22.6814 

(i= V6«+c«= V 0.4032+22.7214 = 4.808 

j=~-~ = 11.63. Logxo 11.63 = 1.065^ 

Therefore," " 

L=0.01257X6.985X25 [2.303 (l+g^^+J?^) 1.0652-O.6180 

+^1^771^0.605971 =4.3128=4.3 microhenries (approx.) =4300 centi- 
16X48.79 J (meters. 

A couple of turns of this coil would be sufficient with a condenser of 
0.008 mfd. for the wave length of 200 meters. 

TRANSFORMER DESIGN.— The following discussion deals in gen- 
eralities. The authors aim is to give the amateur an insight into the 
relations between factors in transformer building. The phenomena of 
. resonance and magnetic leakage are not taken into account. 
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It is recommended that the amateur not skilled in electrical con- 
struction or with limited time on his hands, purchase an assembled 
transformer. It will probably prove more satisfactory and more effec- 
tive than the home-made instrument, principally because the manu- 
facturer has the facilities for impregnating the secondary coils with 
insulating compound which is done by the aid of a vacuum pump. 
Moreover, through a series of experiments the manufacturer is enabled 
to obtain the correct operating characteristics for a particular service, 
which the general formulae for transformer design perhaps do not take 
into consideration. 





SCCONOAI^r TCICNIIN/M.S. 


1 




\ 3rtr£Ty SPAR.K / 


1 


SCCOKDARY 

• Windings'* 






Wfc^tl*4^" ■U ',' ■ ^' M^^^^^^ 


! 


• 

] 




r i 

* CASE. : 

j 






i 
J 



/tQ. 33. Showing the construction of a commercial type of closed core transformer. This is a transformer 
of the shell type the primary and secondary coils being wound on the middle leg of the transformer core . 

Actual details of construction and instructions for the assembly of 
the transformer designs here given are treated in the chapter following. 

Advance knowledge of certain quantities is absolutely essential in 
transformer design. Take, for example, the diagrammatical sketch of 
the transformer in Fig. 34. For a given primary input, frequency, and 
e.m.t. we wish to determine the length and cross section of the core, the 
turns in the primary and secondary, the sizes of the primary and secon- 
dary wires, and the over-all efficiency. 

There are two prmcipal energy losses in transformation, viz., the 
copper losses and the core losses. The former are due to the cross sec- 
tion of the primary and secondary turns, that is, their resistance, and 
the latter to eddy currents and hysteresis. All of these losses are mani- 
fested in the form of heat. 

The eddy currents are those which are induced in the iron lamina- 
tions by magnetic induction. The losses due to eddy currents may bo 
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Fio. 34. General construction of high voltage transformers suitable for amateur stations. 

kept at a minimum by insulating the sheets of iron from one another by 
dipping them in varnish or some other insulating compound. Rusty 
sheets of iron have sufficient resistance to reduce eddy currents. 

The hysteresis losses are produced by the rapid reversals of flux 
through the core, which cause molecular friction and result in the gen- 
eration of heat. 

The quality of the iron, in so far as it pertains to its saturation point, 
has a marked efifect upon the efficiency of the transformer. It is to^be 
thoroughly understood that in the designs to follow, the use of the best 
transformer silicon steel is assumed, such as the **Apollo special extra,'' 
or "Apollo special electrical." The latter is a standard in the manu- 
facture of 60-cycle transformers. The standard gauge for 60-cycle 
work is usually No. 29, the thickness of which is 14.1 mils =0.014'^. 
Steel of a slightly heavier gauge may be employed if desired. 

The hysteresis loss in transformer cores may be calculated approxi- 
mately by the following formula: 



Wk= 



107 



(44) 



TrA=loss in watts per cub. cm. of core 
iV= frequency in cycles per second 
B==flux density per sq. cm. 
1 sq. inch =6.45 sq. cms. 
107 = 10,000,000 
K = hysteresis coefficient varying from 0.0006 to 0.006 

=0.0021 for plain transformer steel =0.00093 for the best grades of silicon 
steel. 



The eddy current loss may be determined by 



We^' 



10" 



(45) 



Where 



TF«=loss in watts per cub. cm. of core 
K—I.Q5 for plain transformer steel 
=0.57 for silicon steel 
<= thickness in centimeters 
iV=frequency of applied e.m.f. 

B = flux density =lmes of force per sq. cm. of cross section. 
10" = 100,000,000,000. 1 inch =2.54 cms. 1 sq. inch=6.45sq. cms, 
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WATT LOSS PER LB. 



TABLE Vn 

IN SILICON STEEL TRANSFORMER 
CORES 



JT ••0.00002 approximately 
n= 60 cycles 
(> 14 mils 



KUoUoMper 
■q. cm. 


Lines per 
Mq.kaeh 


Total hyttereds 

and eddy current 

lots in watts per 

lb. 


Hysteresis loss 
in watts per lb. 


Bddy current 

losses in watts 

per lb. 


2 


12903 
19354 
2S806 
32258 
38709 
45161 
51612 
58064 
64516 


0.15 
0.20 
0.25 
030 
0.50 
0.60 
0.75 
0.88 
1.00 


0.1 

0.15 

0.20 

0.25 

0.40 

0.48 

0.60 

0.70 

0.80 








10 


0.05 
0.05 
0.10 
0.12 
0.15 
0.18 
0.20 



FiQ. So. Eddy current and hysteresiB losses for the best grades of silicon transformer steel ezpresied in 
-watts per lb. 

It is convenient in transformer design to consider the two core losses 
as one. If the total core loss be expressed in watts per pound and the 
loss to be expected in a given transformer can be predetermined, it is 
clear that 



core loss 
loss per lb. 



= total weight of transformer core. 



(46) 



And since 1 cubic inch of transformer steel weighs approximately 0.278 lb. 
then, 



volume of core in cubic inches =» 



weight in lbs. 
0.278 



(47) 



The third column of the table in Fig. 35 shows the combined hysteresis 
and eddy current loss for various flux densities per square inch (from 
12,000 Unes to 64,000 lines) for the best grades of silicon transformer 
steel. The fourth column shows the hysteresis loss and the fifth column 
the eddy current loss. This table is correct for the frequency of 60 cycles. 

For the best grades of silicon steel at 60 cycles, it is safe to allow a 
flux density of 60^000 lines 'per square inch. For higher frequencies the 
density should be proportionally less. At 600 cycles ^ for example, 
ISyOOO to 20,000 lines per square inch is the maximum permissible satura- 
tion. 

For oj)eration at 60 cycles much lower flux densities must be em- 
ployed for the poorer grades of iron often used by amateurs — not over 
30,000 lines per square inch. This calls for an expensive design, i.e., 
increased number of primary and secondary turns with increased copper 
losses. 

At this point the builder should understand that maximum efficiency 
is generally obtained when the copper losses = the core losses. The 
design of a J^ kw. 60-cycle transformer follows. 
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THE DESIGN OF A V^ KW. 60-CYCLE, 15,000 VOLT TRANS- 
FORMER. — We will determine the dimensions of aj^ kw. 60 cycle trans- 
former built after the sketch of Fig. 34, the primary to operate off 110 
volts and the secondary to deliver 15,000 volts. 

If there were no magnetic leakage the secondary voltage would bear 
the relation to the primary voltage as the ratio of the secondary and 
primary turns, that is, if ^,=secondary voltage, rf=secondary turns, 
Ep primary voltage, 7^ = primary turns, then 

For a preliminary computation no great error results in considering 
the leakage to be zero. 

From (48) we may obtain the ratio of transformation for if ^p = 110 
volts, £, = 15,000 volts, then 

This means that the secondary must have 136.3 times the number of 
turns in the primary in order that the secondary e.m.f. may equal 
15,000 volts. 

The primary turns may be obtained from the formula following, which 
is the fundamental equation for the transformer: 

^^'4:MXaXBXN ^^ 

Where 

Tp =5 primary turns 
£p= primary voltage 

a— cross sectional area of the core in sq. inches 

B =flux density per sq. inch of core cross section 

iV^= primary frequency 

It is to be noted that the number of turns depends solely upon the 
e.m.f., flux and frequency. The size of the wire is determined by the 
capacity of the transformer. 

In the problem imder consideration E and N are known, but a, the 
cross sectional area, is preferably decided upon from knowledge gained 
through experience, and B, the flux density, by the permeability of the 
transformer steel to be used. 

With the best grades of transformer steel it is safe to allow 60,000 
lines of force per square inch. We will make the height and width of 
the transformer core 1%". 
Hence, 

^ = 110. 108 = 100,000,000. 0=1.75X1.75=3.0625". B=60,000. i\r=60. 



110X100,000,000 _gg 
* 4.44X3.0625X60,000X60 
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For the secondary turns, transposing (48), 

Ti^ ^1^X225-30,660 turns. 

The procedure from this point on is to determine the resistance of the 
primary and secondary turns, the primary and secondary currents, and 
the length of the cores upon which the primary and secondary coils 'are 
mounted. The pieces of iron which close the magnetic circuit between 
the two cores will be called the yokes. 

When these data are obtained, we may determine the copper losses 
in the primary and secondary; the sum of these losses in turn giving the 
core losses from which the voliune of the complete core is obtained. 



{lNSUUTION\ 



— r- 



5i" 



i KW 60 CYCL£ 
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FiQ. 36. General core dimendons ot a H kw., GO^ycIe, 15,000 volt transformer. 
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The builder must bear in mind that the maximum efficiency is gen- 
erally obtained when the total capper loss = the total core loss. 

To keep the voltage between layers at a safe value the secondary 
should be made up of "pies" }4'^ in width. After the pies are wound 
they should be thoroughly impregnated with molten paraffine and 
separated from one another by discs of empire cloth. 

If the secondary is divided into 18 pies J^*^ in width, the space re- 

18 
quired by the pies will be tt-Kk =4.5*^. Micanite or fibre vxishers (or sim- 
ilar insulating material) should be placed at each end of the secondary 
to prevent the high voltage currents from discharging through the core. 
K ^"^ is allowed for the taping of the secondary pies and the insulating 
discs between, and l/g" for the end washers, it is clear that the length of 
the secondary will be 4.5+0.75+0.25 = 5.5*', which is the height of the 
transformer window Fig. 36. 

The length of the core obviously is 5.5 +1.75 +1.75=9*'; and the 
length of the two cores =9X2 = IS*'. 

The volume of the two cores in cubic inche8 = 1.75X1.75X18 = 55.1. 

If the copper losses in the primary and secondary are now determined, 
the core losses may be fixed and the length of the yokes determined 
accordingly. 

To obtain the mean length of a secondary turn, and hence the total 
number of feet in the winding, it will be assumed that the coil is rect- 
angular in shape, although even if the winding is begun on a square 
form it will gradually become a circle. It is necessary first to determine 
the sizes of the wires. The sizes of the primary and secondary wires are 
determined from knowledge of the primary and secondary currents. 
The currents should be calculated from the k.v.a. readings, which as 
explained before involve the power factor. 

The power factor in transformer circuits is usually rather low, not 
much over 0.8 and since for the primary circuit, 

Wp = EpXlpXP.F. (50) 

Then the primary current, 



^ IIOXP.F 
500 



110X0.8 
The secondziry current, 



=5 amperes (£^prox.) 



Hence 



/. = ^^ (51) 



^•"S'^'-^'""^^''- 
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TABLE IX 

WEIGHTS OF SMALL SIZES OF MAGNET WIRE 
(G. E. Co.) 



73 



Size 


Weight in Pounds per 1000 Feet 


B. AS. 


S. C. C. 


D. C. C. 


S. S. C. 


D. S. C. 


Enamel 


10 




31.9 
16.0 
12.918 
10.274 
8.176 

6.510 
5.188 
4.130 

3.289 
2.628 
2.106 

1.676 
1.344 
1U)82 

.873 
.703 
.562 

.457 
372 
307 

.248 
.201 
.161 

.137 
.112 








13 










14 


12.684 
10.082 
8.012 

6.375 
5.081 
4.043 

3.215 
2.569 
2.055 

1.630 
1.297 
1.036 

.828 
.661 
.524 

.421 
336 
.271 

.215 
.174 
.141 

.12 
.099 






12.684 


15 






10.053 


16 






7.973 


17 






6.322 


18 






5.009 


19 






3.966 


20 






3.136 


21 






2.475 


22 






1.970 


23 
24 
25 

26 
27 
28 

29 
30 
31 

32 
33 
34 

35 
36 
38 


1.57 

1.241 

.991 

.791 
.631 
.499 

397 
315 
.254 

.203 
.161 
.130 

.110 
.089 
.058 

.037 


1.604 
1.298 
1.040 

.833 
.666 
321 

.416 
332 
.267 

.214 
.172 
.140 

.119 
.096 
.065 

.040 


1.555 
1.232 
.980 

.777 
.616 
.485 

384 
.303 
.242 

.192 
.152 
.121 

.101 
.081 
.051 


40 






.031 











Fia. 37a. Useful table giving the weights of small sizes of magnet wire. 

For small transformers, the cross section of the wire should be such 
that the current density for the primary does not exceed 1300 amperes 
per square inch and for the secondary 1100 amperes per square inch. We 
will allow 1200 for the primary and 1000 for the secondary. 

The diameter of the primary and secondary conductors may then be 
determined from the formulae following: 



Current density =-^ 



(52) 



where 
Transposing, 



/= current in amperes 

A =area of the conductor in square inches. 



A = 



current density 



For the primary 



A = r^rrr: =0.0041 square inches. 
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For the secondary 

A « Y^^ =0.000036 square inches. 

As will be noted from the fifth column, Fig. 37, giving the area of 
B&S wire sizes in square inches we find that the nearest size correspond- 
ing to 0.000036 is No. 33, and to 0.0041, No. 13. 

To determine the mean length of the primary and secondary turns, 
the depth of the windings, their resistances ^ etc., the procedure is as 
follows: If 30,660 turns are to be split between 18 pies, then, 

turns per pie = =1703 turns. 

From the table Fig. 37, turns per 

inch, No. 33 d.c.c. =64. 

64 
Turns per Ji' layer =-j = 16. 

Lay^*s per pancake = -r^ = 106. 

From the table Fig. 37, diameter 

of No. 33 d.c.c. =0.01508-'. 

Depth of secondary winding = 106 X0.01508 = 1 .69*. 

If the secondary pie is rectangular in shape as the core, and the core 
is covered with insulation %" in thickness, then 

the mean length of a secondary 

turn = (1.76+1.59-1-0.125) 4 =13.86*. 

Number of feet in secondary QOAfUi 

winding = 13.86X -ii—i^ =36,412.3 ft. 

From the table Fig. 87 , resi^ance 

of No. 33 B&S wire per 

1000 ft. =211 ohms. 

Resistance of secondary =35.4123 X211 =7472 ohms. 

Allowing 5*^ winding space for the primary we find from the table 
Fig. 37 that No. 13 d.c.c. wire permits 11.88 turns per inch, hence 

turns per layer =5X11.88=69.40=60. 

225 
The number of layers = -^ = 3 .75 = 4 

From Fig. 37, diameter of No. 13 

d.c.c. =0.083' 

Depth of winding =0.083 •'X4 =0.332* 

Allowing Vie" for insulation be- 
tween primary and core, 
mean length of turn = (1.75+0.0625-h0.332) 4 =8.67' 

Number of feet in primary wind- oocvq kt 

^ F =:^±2X8^^160.6 = 161ft. 

From table Fig. 37 resistance of 

• No. B&S per 1000 ft. =2.04 ohms 

Resistance of primary = 161 X2.04 =0.328 ohm 
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Having determined the resistances and current for the primary and 
secondary windings, the primary loss may be expressed: 

Wp--IlRp (53) 

Tr. = /J Rb (54) 

Trp=5X5X0.328=85 watts 
TF,=0.036X0.036X7472=9.68 watts 

Total copper losses =9.68+8.2 = 17.88 watts. 



The secondary loss 
Hence 



As already noted the core and copper losses should be approximately 
equal. Hence, core loss = 17.88 watts. Assume that the transformer 
steel (at a flux density of 60,000 lines) has a core loss of 0.82 watt per lb. 
at 60 cycles (which is a fail* average for silicon steel), then it will re- 

17 88 
quire ^ ' =21.7 lbs. of steel for the complete cores and yokes. But 

since 1 cubic inch of transformer steel weighs 0.278 lbs., the core must 

21 7 . 

have a volume of n 070 ~^^ cubic inches. 

We know that the length of each core is 5 .5 + 1 .75 + 1 .75 = 9 '^ , and two 
cores =2X9 = 18 ''. Hence the volume of the cores (as previously 
shown) in cubic inches = 1.75 XI. 75X18 = 55.1''. This leaves 78—55.1 
= 22.9 cubic inches for the yokes. Dividing the volume of the yokes by 

22 9 
the cross section we obtain the length of the two yokes, i.e., » '^^ 

= 7.47''. Dividing this by 2 gives 3.73" (3.75'' approx.) as the length of 
each yoke. ^ 

The dimensions of the completed transformer are given in Fig. 36 
and in the table Fig. 38. Thq long pieces of steel are 5.5 + 1.75 = 7 J^*' 
in length. The short pieces are 3.75 + 1.75 = 53^" in length. 

1 75 

If the steel is 0.014" in thickness there will be required, ^ '^.^ . =125 

sheets for each core and yoke. That is, the builder requires 250 of the 
long sheets and 250 of the short sheets mentioned in the paragraph 
preceding. 

It is now in order to determine the over-all efficiency of the trans- 
former. 

Efficiency =?^* (55) 
output 



output-f-iron losses-f- copper losses 
600 



500-1-17.88+17.88 



=93.3%. 
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The table in Fig. 38 gives the dimension of J^, J/^, and 1 kw. trans- 
formers to operate ofif 60 cycles at 110 volts. The secondary voltage is 
approximately 15,000. 

Sketches of the dimensions of the 60-cycle transformers appear in 
Figs. 36, 39 and 40. 



f— '1'- 



■'i 



-H- 



I KW. 60 cycle 



5? 



•7|- 



I. 



'I 



14 MIL*' 
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H 



'% 



FiQ. 39. General core dimensions for a >^ kw.» 60-oycle, 15,000 volt transformer. 

Data is given also for the design of a J^ kw. 500-cycle transformer. 
The total core loss per pound at this frequency is 1.2 watts. Data and 
constructional details for 500 cycle transformers of other capacities are 
not given for the reason that the amateur usually does not possess a 
500-cycle source. The dimensions for other inputs may be obtained by 
the line of reasoning presented in connection with the 60-cycle trans- 
formers. The results will be approximate but a series of subsequent 
experiments with the desired secondary capacity in shunt will reveal the 
correct operating characteristics. For example, a lesser or greater 
number of primary and secondary turns may be tried with a wattmeter 
and ammeter connected in the primary circuit to determine the most 



Digitized by 



Google 



78 



Wireless Experimenter's Manual 



satisfactory adjustments. Usually a primary reactance or choke coil 
external to the transformer will permit the desired regulation of current 
and watts input. 

The theory of the open core transformer has not been touched upon 
because the formulae for their design are for the most part empirical. 
The designs for the two sizes given, however, have been tried out in 
practice and have proven satisfactory. The closed core transformer 
for a given output requires less material than the open core and is, there- 
fore, less expensive to build. 
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Fio. 40. General core dimensions for a 1 kw., 60^ycle, 18,000 volt transformer. 

SIXTY-CYCLE TRANSFORMERS AT LOWER FLUX DENSI- 
TIES. — The builder should note that the table for 60-cycle transformers 
calls for the use of high grade transformer steel. If poorer grades of steel, 
i.e., plain steel or Russia iron, are employed the core losses are greater, 
requiring many additional pounds of wire to give the same voltage as 
the transformers with the better grades of steel. 

To illustrate the point, assume that the transformer steel will only 
permit 30,000 flux lines per square inch; then the 1 kw. 60 cycle trans- 
former, operated at the voltages and frequencies given in the preceding 
table will require a core 2" square, with inside dimensions ll'^x6'' and 
outside dimensions 15*'xl0". The primary will require 320 turns of 
No. 10 d.c.c. (295'), and the secondary 44,000 turns of No. 31 d.c.c. 
(64, 336') • This amounts to 9.4 lbs. of wire for the primary and 19 lbs. 
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for the secondary. The secondary may be split into 24 pies, J^*I wide, 
with 1833 turns per pie. 

The J^ kw. transformer will require a core 1^" square, with inside 
dimensions 5^/^" x T^" and outside dimensions 9*^ x 10%", The primary 
will require 450 turns of No. 13 d.c.c. (375') and the secondary 61,335 
turns of No. 34 d.c.c. (83,376') . This amounts to 6 lbs. of wirfe for the 
primary and 13.3 lbs. for the secondary. The secondary turns may be 
divided between 24 pies, 34'' wide, with 2555 turns per pie. 

TABLE XI 
DATA FOR SPARK COILS 



Size 


Dii. core 


Length of 
C3re 


Insulation over 
«ore in layers 


Size wire 
primary 


Primary 
turns 


1* 
2* 
3* 
4* 


,5^ 


w 

8* 

8M'' 


2 layers emp. cloth 
2 layers emp. cloth 

2 layers emp. cloth 

3 layers emp. cloth 


No. 18 
No. 16 
No. 16 
No. 16 


170 
184 
208 
232 




Size 


Thickness 

insulation 

over primary 


Size sec 
wire 


No. lbs. 
sec 


No. 

sections 

sec 


Sq. inches of 
foil vibrator 
condenser 


. 2" 
3" 
A" 


6 layers emp. cloth 
6 layers emp. cloth 
8 layers emp. cloth 
8 .ayers emp. cloth 


No. 38 
Wo. 36 
Wo. 36 
No. 36 


^Ib. 

1 lb. 
l>^lb. 

2 lbs. 


2 sect. 
2 sect. 

2 sect. 

3 sect. 


800 
1400 
2000 
2500 



Fig .41. Winding data and general dimensions of spark coils suitable ior low-power amateur transmitters . 

The J^ kw. transformer will require a core Xy^ square, with inside 



dimensions 2J^*'x43/^'^, and outside dimensions hY^yiiyi*. The 
primary is wound with 611 turns of No. 16 d.c.c. (478') and the secondary 
with 83,279 turns of No. 34 enamel (83,265'). This amounts to 4 lbs. 
of wire for the primary and 10 lbs. for the secondary. The secondary 
may be split into. 15 pies, J^" wide, with 5551 turns per pie. 

A table of the dimensions and general data for ^'parh coils is given in 
Fig. 41. General dimensions are given for 1", 2", 3*^ and 4*^ coils to be 
operated off 6 to 12 volt storage batteries. 

A fundamental wiring diagram of an induction coil with a magnetic 
interrupter is shown in Fig. 41a. P, the primary coil, is wound over the 
iron core C. The core is composed of a bundle of fine iron wires (No. 22 
or 24) which are bound together with tape and then covered with one 
or two layers of empire cloth* The secondary S is split into sections. 
Each section is wound with many layers of wire separated by thin sheets 
of paraffined paper. The condenser K-l, prevents arcing at the in- 
terrupter contacts. The dimensions of the condenser for various coil 
sizes are given in the table. They are made up of several sheets of tin- 
foil separated by paraffined paper. 

PRIMARY IMPEDANCES OR "CHOKES."— Primary chokes or 
reactance coils must be employed with the 60-cycle transformers, de- 
signed in accordance with the data in Fig. 38. The flux leakage in these 
designs is comparatively low, and when the spark discharges across the 
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gap, the transformer is on short circuit. This may cause an excessive 
rise of the primary current and may burn out the transformer. 




K 



mill 



FiQ. 41a. Fundamental wiring diagram of an induction coil for the production of high voltage currents 
from ad. c. source. 

An experimental primary choke for the 1 kw. transformer may be 
made on a core 2" square, 15" in length wound with 4 layers of No. 9 
d.c.c. wire. The coil may be tapped at the middle and ends of each 




FiQ. 42. Reactance regulator of the open core type . Such chokes are useful for regulating the power input. 
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layer, and leads brought out to a multipoint switch. As an alternative 
the coil may be wound on a tube so that the core can be moved in and 
out of the coil. Very close regulation of the primary current may be 
obtained in this way and the necessity for a multipoint switch avoided. 

The choke for the 3^ kw. transformer may be wound on a core 1^" 
square, 15'^ in length wound with four layers of No. 13 d.c.c. wire, tapped 
in the middle of each layer. 

The choke for the 34 kw. transformer may be wound on a form 1}/^'^ 
square, IV in length wound with four layers of No. 14 d.c.c. wire. The 
coil is tapped in the middle of each layer. 




Fig . 43 . " U " shaped reactance coil . 

These primary chokes will be of considerable value in obtaining 
resonance between the transformer and the frequency of the source. 
Such regulation is particularly desirable if a series multiplate spark gap 
is employed. The chokes must be employed, in any event, to cut down 
the primary current. 

The chokes may be wound on a straight iron core as in Fig. 42, or 
on a "U" shaped core as in Fig. 43. The reactance of the choke in 
Fig. 43 is varied by drawing the iron core in and out of the coils A and B. 

MAGNETIC LEAKAGE.— With all types of spark transmitters, the 
power circuits should be designed to have a certain amount of magnetic 
leakage. The reason for this is that the discharge at the spark gap 
places the secondary of the transformer on short circuit. This not only 
causes an excessive rise of current which may burn out the transformer, 
but the arc formed at the gap prevents quenching of the primary oscilla- 
tions. Lack of quenching permits the antenna circuit to re-transfer a 
part of its energy to the spark gap circuit and this interchange of energy 
raises and lowers the impedance of the oscillation transformer so that 
oscillations of two frequencies flow in the antenna circuit resulting in 
double wave emission. 

To secure single wave emission under such conditions, the coupling 
of the oscillation transformer must be reduced until quenching takes 
place. This, of course, decreases the antenna current and, accordingly, 
the range of the set. 
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On the other hand if the transfonner circuits have sufficient magnetic 
leakage the primary current is limited to a definite maximimi; there is 
then less tendency towards^rcing at the spark gap, the spark note is clearer 
and a closer coupling may be employed at the oscillation transformer. 




Fig. 44. A magnetic leakage gap placed between the primary and secondary cores of a closed core trans- 
former for regulation ofload. 





FIGURE AS 



PIGURE 46 



Fig. 45. Showing how magnetic leakage may be obtained by moimting the primary and secondary coils 

on the short legs of a transformer core . 
FiQ. 46. An external magnetic leakage gap suitable for high voltage transformers. 

The requisite flux leakage does not necessarily take place in the 
transformer. Special design of the alternator gives flux leakage at the 
armature when the transformer is short circuited. The primary chokes 
described in the preceding paragraph give practically the same effect. 
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Figs. 44, 45, and 46 show how magnetic leakage may be secured. 
In Fig. 44 the tongues A By form an air gap across which leakage takes 
place. In Fig. 45, the primary P and secondary S are wound on the 
short legs of the core thus giving leakage through the yokes Y. In 
Fig. 46 the transformer core haa the adjustable air gap A B, through 
which the proper regulation may be obtained. Experimentation with 
these various methods permits the builder to obtain any desired oper- 
ating characteristic. The power factor may thus be brought up to 
0.8 or 0.9 and wastage of the primary power may be thereby prevented. 

RESONANCE TRANSFORMER.— The principle of resonance has 
been utilized in transformer circuits to assist quenching of the primary 
oscillations by preventing arcing at the spark gap. As an illustration, 
take the circuit of Fig. 47. Since the primary coil and the secondary 
coil of the high voltage transformer are closely coupled, any change of 
capacity in the secondary condenser will tune the primary circuit, in- 
cluding the armature coils of the alternator, to the frequency of the 
source N as well. 



VARY REACTIkWCE^ 
."' HERE 




NOTE MAXIMUM 

REAOIWG HERE 

Fio. 47. Showing how resonance may be obtained in transformer circuits such as are used in radio trans- 
mitters. 



VARY PLATEb/ 
IH C0NDEM5ER. 



"(kk? OPEN 



Resonance may be established by varying the capacity of the high 
voltage condenser, noting the reading of the ammeter Ay until a maxi- 
mum is secured. Or, the capacity of the condenser being fixed resonance 
may be secured by variation of the reactance X. During this test, the 
spark gap should be opened suflBciently to prevent sparking. 

It then will be found that some value of secondary capacity or a 
combination of some value of secondary capacity and primary reactance 
will give a maximum as read at the primary ammeter. 

The beneficial effects of resonance are then as follows: When the 
spark discharges at the gap, the secondary of the transformer is short 
circuited, the resonance condition between the source N and the trans- 
former circuits is destroyed, and the gap potential falls off rapidly reduc- 
ing the tendency to arc. Due to the destruction of the transformer arc 
the primary oscillations are more effectively quenched and single wave 
emission results. 

It ba9 been found difficult with resonance transformers to maintain 
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a uniform spark discharge; that is, a clear spark tone. If the trans- 
former is worked from 15 to 20 per cent off resonance, the spark tone is 
more readily maintained without sacrificing greatly the good effects of 
resonance. 

The natural frequency of the transformer circuits is generally 15 to 
20 per cent greater than that of the alternator. Just how much greater 
it must be for satisfactory operation must be found by experiment 
for a great variety of transformer designs are encountered in practice. 
The resonance condition is dependent upon many things, such as the 
inductance of the dynamo armature, the mutual inductance between 
primary and secondary and the capacity of the secondary condenser. 

The secondary voltage of a resonance transformer may be considerably 

T 
greater than the turn ratio -m^« A transformer not constructed with 

ip 

particular regard to insulation may burn out as the resonance point is 
approached. It may develop with some designs that the capacity re- 
quired for resonance will exceed the maximum possible for 200 meters, 
viz., 0.01 mfd. Only the experimenter who possesses a motor generator 
will be able to take full advantage of the resonance transformer phe- 
nomenon. The varying power factor of transmission lines would intro- 
duce a constantly changing set of conditions which could not be com- 
pensated for rapidly enough to be effective. 

THEORY OF SPARK DISCHARGERS.— When the closed oscilla- 
tion circuit of a wireless telegraph transmitter acts inductively upon the 
antenna circuit, and the spark gap is one in which the insulating qualities 
of the included air are not. quickly restored between sparks, part of the 
energy of the antenna oscillations is retransf erred to the closed circuit. 
The interchange of energy between the open and closed circuit results 
in a complex action which modifies the frequency of the free oscillations 
which would exist in the closed circuit if it were not coupled to the 
antenna. In fact, it results in the production of oscillations of two 
different frequencies in both the spark gap and the antenna circuits, 
and the aerial radiates two waves. 

Double wave emission tends to decrease the range of radio transmitters 
and beyond this interferes with stations operating on other wave lengths. 
The receiving apparatus can generally be tuned to one wave length only, 
as the energy of the other wave is of no use. But if the radiated energy 
be confined to one wave length, the maximum effect will be obtained at 
the receiver and the liability to "jam" another station is farther removed. 

It is customary to say that "tight coupling'' between the closed and 
open circuits results in "double wave emission," whereas "loose coupling" 
results in single wave emission. The truth of either statement depends 
upon the construction of the spark gap, in fact upon the design of the 
whole transmitter. For if a so-called quenched gap be employed, single 
wave emission is secured with relatively close couplings at the oscillation 
transformer. But, if a plain gap or any type of gap in which there is 
tendency to arc, be employed, single wave emission is possible only with 
loose coupling. 

The quenched gap transmitter allows the primary circuit to oscillate 
through but si, few cycles, whereupon the primary oscillation^ cease, 
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By this time the antenna oscillations have attained their maximum 
amplitude but because the primary circuit is then silent, the antenna 
circuit continues to oscillate at its own frequency and decrement until 




FiQ. 47a. Graphs showing the complex oscillations obtained in coupled radio frequency circuits with 
imperfect quenching. 



CL05CD 




FiQ. 47b. Graphs showing the primary and secondary oscillations in coupled circuits with good quenching. 
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the energy originally imparted to it is dissipated. With gaps which do 
not quench readily, and with tight coupling at the oscillation trans- 
fonner, oscillations of two frequencies are generated in both the closed 
and open circuits. Single wave emission can only be obtained by re- 
ducing the transformer coupUng until a wavemeter shows but one 
maximum. The antenna current will, on this account, be less than that 
obtained with a gap giving better quenching. 

The spark gap phenomena just outlined are shown by the graphs of 
Figs. 47a and 476. Graph 47a shows the complex oscillations obtained 
with poor quenching and graph 476 indicates the results of good quenching. 
In the latter case the primary oscillations stop after a very few swings 
even when the oscillation transformer is closely coupled. 

We take the liberty of quoting a summary of the phenomena of spark 
dischargers in radio frequency circuits from the author's "Practical 
Wireless Telegraphy:" 

"It should be understood that a transmitter io proper adjustment for 
practical use never radiates a double wave, but, in fact, should always 
radiate a single wave, of wave length and damping normal to the antenna 
circuit as adjusted, but with any transmitter two waves will appear if 
the spark gap is not in proper condition. The remedy, in event of the 
latter, is to restore the gap to its proper working qualities or to loosen 
the coupling at the oscillation transformer. 

"When the spark discharges across the gap it acts as a trigger to start 
the primary circuit into oscillation and the stored energy of the condenser 
will be transferred to the antenna circuit until in the course of a few 
oscillations (the number decreasing as the coupling is closer), the voltage 
in the primary circuit becomes so low that the spark will no longer dis- 
charge across the gap; the primary oscillations will then cease. The 
exact value of the minimimi voltage for non-sparking will depend upon 
the resistance of the gap. 

"The resistance of the spark gap always increases as the oscillating 
current decreases and if it were not for the burnt gases which exist in 
the immediate vicinity of the discharge gap the original resistance would 
be restored at the end of the first half oscillation. Since there is a lag in 
the cooling and dissipation of the hot gases this does not occur, but if the 
gap is properly cooled, that is — the electrodes do not get too hot, the 
resistance becomes so high after a few oscillations that the reduced 
voltage of the condenser cannot maintain the spark. In other words 
the spark is quenched and the oscillations of the two circuits will take 
the form shown in Fig. 476, that is — after a few swings of the primary 
circuit, the primary oscillations will cease and the antenna circuit will 
oscillate at its natural frequency and decrement. 

"These are the precise actions taking place in a properly adjusted 
radio transmitter, no matter what type of spark gap is employed, if the 
electrodes are clean and smooth, the ventilation adequate, and the 
coupling of the oscillation transformer is not too close. 

"The rate at which the gases in the gap are dissipated or the non- 
conducting qualities of the gap restored determines how close the coupling 
can be made without interfering with the quenching of the spark. If the 
coupling is so close that the reaction of the secondary upon the primary 
not only does not extinguish the spark but transfers energy back to the 
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primary, then the spark will not be quenched until the energy of the 
entire system has fallen to a low enough value to allow the high re- 
sistance of the gap to be restored. The complex oscillations shown in 
Fig. 47a will then result and double wave emission will result. If the 
spark quenches after one or two of the ''beats" shown in Fig. 47a, and 
the antenna still has energy to be radiated, then investigation with a 
wavemeter may show three apparently different wave lengths radiated. 

"In all spark gaps there is a tendency toward ''arcing," that is — ^for 
the spark to be followed by passage of the power current across the gap. 
This will prevent the restoration of the high resistance — the spark will 
not quench. 

"The plain, open spark gap without artificial means of cooling re- 
quires very careful adjustment and reduction of coupling to give proper 
operation, that is — freedom from double wave emission. Unless the 
spark voltage is carefully adjusted, the tendency toward arcing is diffi- 
cult to control and the action tends to be irregular. The use of special 
cooling means, such as a series of gaps or • air blasts, enables good 
quenching to be obtained with sufficient regularity to give a clear spark 
tone." 

DAMPING DECREMENT.— The U. S. laws require that the decre- 
ment of the antenna oscillations shall not exceed 0.2 per complete cycle. 
This means that each spark discharge in the closed circuit must set up 
no less than 23 complete oscillations in the antenna circuit. The oscilla- 
tions in the wave train are considered to have stopped when one of the 
successive cycles has fallen to 0.01 of the amplitude of the first oscillation. 

If the inductance, capacitance, and resistance of a radio frequency 
circuit are fixed, the free oscillations generated therein decay at a fixed 
rate in a way similar to the decaying oscillations of the pendulum. Each 
successive cycle is the same fraction of the preceding cycle throughout 
the train. Thus the amplitude of a cycle may be 0.8 of the amplitude 
of the preceding one and so on. Instead of expressing the amplitudes 
of successive cycles by a numerical ratio it is more convenient to express 
the decay in terms of the logarithm of the ratio. Hence we have the 
term, the logarithmic decrement. 

The upper graph in Fig. 47c shows a group of damped oscillations. 

A B CD 

Let the ratio of r^p^ = 1.105 and ■Tr-^ = 1.105. Referring to a table 

of Naperian logarithms, we find that the logarithm of 1.105=0.1, which 
is the logarithmic decrement of that particular wave train. The lower 
graph indicates a wavetrain the decrement of which = 0.69, i.e., a case of 
excessive damping . 

To find the number of oscillations in a wave train, when one of the 
subsequent cycles has fallen to 0.01 (1 per cent) of their initial ampli- 
tude, we need only divide the natural logarithm of 100 by the decrement. 

4 6 
Since log* 100=4.6 then ^=46 complete oscillations for a decrement 

of 0.1. The smaller the decrement the "sharper" will be the radiated 
wave. More accurate tuning at the receiver is then possible with a 
consequent increase in the strength of signals. 
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A wave whose decrement exceeds 0.2 per complete oscillation will 
interfere with stations not sharply tuned to it. That is such a wave wUl 
set up currents in a receiver over a considerable range of wave lengths. 
The decrement of the radiated wave may be kept at a minimum by 
keeping the resistance of the oscillatory circuits low, by providing a good 
earth connection, and by reducing the coupling at the oscillation trans- 
former until single wave emission results. Methods of measuring the 
logarithmic decrement will be described in chapter XI. 

If the inductance, capacitance and resistance of an oscillation circuit 
are known the decrement may be calculated by the formula following: 



d -3.1416 



"4^ 



(56) 



Where 

i -decrement per complete cycle 
R = resistance in ohms 
C= capacitance in farads 
Ls inductance in henries 



If i? = l ohm, L = 10,000 cms. and C=0.01 mfd., then 

r pToc 

\ O.C 



^ , ._. 0000001 
a=3.1416Xl 



.00001 



=3.1416X1X0.1 
=0.31416 



PURE AND SHARP WAVES.— A sharp wave, according to the 
U. S. definition, has a decrement of 0.2 or less. A pure, wave emission 
may consist of two waves, provided the amplitude of the lesser does 
not exceed 0.1 of the amplitude of the stronger wave. The lesser wave 
in such circuits is usually of negligible importance. Hence we may 
say that a pure and sharp wave is one of single frequency whose decre- 
ment is 0.2 or less. 

Fig. 47 d shows a graph of pure wave according to the U.S. definition 
Fig. 47e indicates a sharp wave whose decrement is 0.12 Fig. 47/ 
shows a very broad wave which the U. S. laws will not permit. The 
lesser wave is 175 meters, the stronger wave 245 meters. The closed 
and open circuits were individually tuned to 200 meters. This is sub- 
stantially the form of wave motion that will be obtained with the average 
amateur set, if the coupUng be too close and the quenching poor. 

As we have said, single wave emission in the ordinary amateur set is 
obtamed by reducing the coupling at the oscillation transformer until a 
wave meter shows but one wave. The decrement of the wave can be 
measured with any wavemeter including in its circuit a "current square" 
meter. The process will be described in chapter XI, page 301. 
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CHAPTER IV 

CONSTRUCTIONAL DETAILS OF AMATEUR WIRE- 
LESS TRANSMITTERS— PANEL AND ISOLATED 
TYPES— BUZZER TRANSMITTERS 



CONSTRITCTION OF A fflGH VOLTAGE TRANSFORMER.— 

Assume that the steel strips for the transformer cores and yokes are cut 
to shape in accordance with the designs given in the preceding chapter. 
If, in the cutting process, the iron is burred or bent, the strips may be 
placed between two smooth slabs of wood and straightened out with a 
hammer. All burrs should be removed with emery paper or with a file 
and afterwards both sides of each strip should be coated with shellac 
varnish and set up on edge to dry. 
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FIRST LAYER THIRD LAYER AND SO OM SECOND LAYER FOURTH LAYER AND SOON 

Fig. 48. Showing the core assembly of a closed core transformer. 



The core should be assembled as shown in Fig. 48, where the shoit 
strips, i.e., the strips for the yokes of the core, are denoted by A and B, 
and the long strips by C and D. To be sure that the pile will be even 
after it is stacked up drive nails in the base board as a guide, as shown 
in the sketches of this figure. The end 3 of strip A is placed against the 
side 4 of strip C; the end 5 of strip C against the side 6 of strip D; the 
end 7 of strip B against the side 8 of the strip D, and the end 1 of strip D 
against the side 2 of strip A . 

90 
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FiQ. 49. Showing the overlapping laminations at the comers of the transformer core. 

As shown in the right-hand of drawing the next layer over-laps the 
bottom layer so that the ends of the core when completed will look like 
that in Fig. 49. Holes may be bored in the corners of the core through 
which bolts are passed to compress the sheets into a compact bundle. 
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Fia. 50. C(»« with one yoke removed to permit the primary and secondary coils to be placed in position. 

If the builder decides to mount the primary and secondary coils on 
the long legs he may remove one yoke of the completed core as in Fig. 50 
and place in position the pieces of steel for that yoke after the primary 
and secondary coils are in place. The author has found it more con- 
venient to first stack up the core completely, winding it loosely with tape 
so that afterwards the yoke B can be removed for placing the primary 
and secondary windings. After these coils are placed the yoke B may 
be slid back into place without tearing it down. If this proves too 
difficult place the pieces of steel for the last yoke in position one at a time. 
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Fio. 51. Showing the appearance of the transformer core with the primary coil in place. 

The appearance of the core and coil after the primary is in position 
is shown in Fig. 51, which shows a few layers of empire cloth, each 
layer about 7 mils in thickness, wound over the core. The primary turns 
are then wound over the empire cloth as indicated. 

In the transformer designs already presented the primary and second- 
ary coils are approximately square, but some experimenters prefer to 
place round insulating tubes over the cores. The tubes may be of 
bakelitey dilectOy or micanite. If circular tubes are used the dimensions 
of the windings will be greater than those given in the table Fig. 38 and 
the transformer window may have to be enlarged to prevent the primary 
and secondary coming in contact. 

Sufficient insulation is however provided by winding several layers of 
empire cloth over the primary and secondary cores. The coils will then 
be approximately square. As an alternative, wind several layers of 
sheet mica around the primary and secondary cores and hold them in 
place by tape. Take care that the mica does not break at the corners 
permitting the high voltage currents generated in the secondary to dis- 
charge through the iron core. Usually, insulation Ke" in thickness 
between the core and primary, and 3^*^ between the secondary and the 
core is sufficient, although for the 1 kw. transformer (in Fig. 40), the 
insulation between the secondary coils and the core should be 5^6*' in 
thickness. 
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Fig. 51a. Assembly of the open core transformer 
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After the primary and secondary coils are placed on the core place 
the remaining yoke in position, then immerse the transformer in transil 
oil or in a beeswax compound. A formula for this will be given in a 
following paragraph. 
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A general idea of the assembly of an open core transformer may be 
obtained from Fig. 51a. The core is a bundle of fine iron wire covered 
with six or seven layers of empire cloth. The primary turns are then 
wound on, given a coating of shellac and allowed to dry. The primary 
is then slipped in the insulating tube. The secondary pies are slid over 
the tube and connected in series. 

In the commercial types of open core transformers the secondary 
pies, after being connected in series, are placed in a box and covered with 
insulating wax; but if the pies are carefully insulated from one another 
this will not be necessary. 



Afo/or 




Fig. 52. Apparatus for winding the secondary "pies" of high voltage transformers. 



A MACHINE FOR WINDING SECONDARY PIES.— A simple 
winder for the secondary pies may be constructed in accordance with the 
drawing in Fig. 52. Two wooden discs 7 " or 8 " in diameter are mounted 
on the shaft of a small driving motor. The discs are about 34" ^i thick- 
ness. The space between them is gauged by the two nuts shown in the 
drawing. Four pegs are placed in the disc to form a square of dimensions 
slightly greater than the dimensions of the secondary core with its in- 
sulation. Two or three layers of empire cloth or paraffined paper are 
wound over these pegs, the ends of which are glued together. The wire 
is then given one or two turns around the winding form and the motor 
kept in rotation until the desired number of turns are obtained. 

The use of double cotton covered wire is assumed in the transformer 
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designs given in Fig. 38. The wire should be run through melted 
paraiRne during the winding process. 



It ' f lu. 





FiQ. 53. Device for impregnating the secondary wire of a tranfiformer with paraffine. 

A convenient device for impregnating the secondary wire with 
paraffine is shown in Fig. 53, where a baking powder can is cut away 
and an empty spool rigidly attached to a brass shaft A placed at the 
bottom of the tank. The shaft is fastened in place so the spool cannot 
turn. A quantity of melted paraffine is kept hot by a small alcohol lamp 
immediately underneath. The spool from which the secondary wire is 
drawn is mounted on a spindle immediately below, the wire being passed 
around the spool in the paraffine tank and then on to the pie winder of 
Fig. 52. 

Do not allow the spool in the tank to turn or it will throw the paraffine 
badly. 




Fig. 54. Wire measuring device for the experimental workshop. 

A WIRE MEASURING DEVICE FOR USE IN COIL WINDING.— 

Melvin Wallace of Oregon designed the wire measuring instrument shown 
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in Figs. 54, 55 and 56. This instrument will be useful to the amateur 
experimenter who wishes to measure the actual number of feet of wire 
placed on a transformer pie, or on tuning coils to be wound for receiving 
apparatus. The construction is as follows: First cut from a l"x6" 
piece of hard wood stock, the piece A in Fig. 54, which is 8" in length. 
At one end attach the piece B which is to carry the friction wheels / 
and J. Next cut a measuring wheel as at C. It should be 4^^*^ in 
diameter cut from the same stock. A flat groove should now be cut in 
the rim until it has the exact length of 12". Then place the wheel on 
the shaft D which projects through the end piece B, through the bearing 
piece E and is attached to the revolution recorder F which, in turn, is 
seciu-ely clamped to the block (?. 




Fia. 55. Side view of wire measuring device. 

Thread a piece of iron rod ff , size optional, at one end, and place it 
in the board A at ff to carry the spool of wire. 

The friction wheels /, J and K in Figs 54 and 55 must now be con- 
structed and attached as in the drawings. Now construct the wheel 8 
(Fig. 55) counter to the wheel /, and fit the former to the flat groove of 
the latter. Mount the tension wheel S on a spring which is preferably 
adjustable so that in case of a break or stop the wire will not slip. 

Place the pointer M indicated in Fig. 54 on the shaft D close to the 
piece B. Next cut a piece of white paper the size of the wheel C and 
calibrate it into 12 equal parts; then glue it to the inside of the piece B 
to form a scale. The pointer will then indicate the number of inches 
and the revolution counter the number of feet which have passed the 
spot on the top of the wheel C. When large sizes of wire are being meas- 
ured the effective diameter of the wheel & is increased so that the in- 
dicated length will be somewhat smaller than the actual length. 

To operate the recorder, run the wire from the spool L, as in Figs. 
54 and 55, under friction guide iv, and over J, continue it over and 
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around the measuring wheel C, and on through the tension holders / 
and S. From this point lead the wire directly to the tube being wound. 
Take care that all bearings and friction surfaces fit snugly yet freely, 
that the resistance and friction may be reduced to a minimum. Too 
much tension might break or strain the insulation of very small wire. 
Fig. 56 gives drilUng dimensions of the supporting upright. 
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Fio. 56. Elevation of support for wire measuring instrument. 




Fig. 57. Winding machine for tuning coils and secondary *'pie8." 

COIL WINDER. — We will now describe a winding machine devised 
by Lattimer Reader of New York City, suitable for winding tuning coils 
or secondary ^^pies." A perspective view of the machine is shown in 
Fig. 67 and a side view in Fig. 68. The sketches for the most part ex- 
plain themselves. The winder is designed to be operated from the 
driving wheel and pedal of a sewing machine. The designer declares 
that with the aid of the guide mounted on the block immediately in 
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front of the machine, he was able to wind one section of a S'' spark coil 
with No. 38 wire in two hours. These are the dimensions for the various 
parts: The wheel A (Fig. 67) may hQ l]/^^ ot 2'^ m diameter. The 
bearing B may be a piece of brass b^ long, 2J^" wide and ^" thick. 
The shaft C should be 10" in length and ]4" to %" in diameter. 

The block D carrying the 
rider may be made of two 
pieces 2}^" wide by 13^" 
thick and 7" long. They 
should be cut as shown and 
fastened to permit the shift- 
ing of the piece holding the 
guide The arm of the guide 
E should be e'^ long, ^'^ 
wide, about He" thick and 
made out of sheet iron. A 
thin piece of brass or tin 
turned over to receive a nail 
will form a support for the 
small guide pulley. 

The base F may be 16" 
long, 18" wide and J^" in 
thickness; the sides G, 8 "x4 " . 
The form ^ is a piece of 
broom handle to fit over the 
shaft. The blocks / should 
be %" square. 

The side view, Fig. 68, 
shows the coil winder belted 

to a sewing machine. ^^^^^ side view of coU winding machine. 




CONNECTING THE TRANSFORMER PIES.— When the secondary 
pancakes are placed on the transformer core, take great care to connect 
them so that the current circulates throughout the whole secondary in 
the same direction. The correct method of connecting these pies is 
shown in Fig. 68a. It will be seen from these that each pair of adjacent 
pies must be placed on the core so that the inside terminal of one pie is 
connected to the inside terminal of the adjacent pie. The outside term- 
inal of one of these pies must be connected to the outside terminal of the 
next pie and so on through the series. 




Fia. 58a. Showing the correct method of connecting the "pies' in a transformer secondary. The coila 
fire coqnected so that the current throughout the whole secondary flows in the same directipQ. 
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In other words, if all pies are wound in the same direction they must 
be stacked up so that the outside terminals of two adjacent pies come 
out of the coils in opposite directions: likewise the inside terminals of 
the next two adjacent pies. 

INSULATING COMPOUND FOR TRANSFORMERS.— A wax 

preparation for imbedding the completed transformer, for insulation 
purposes, may be made of 4 lbs. of rosin, 1 lb. of beeswax, and IJ^ lbs. 
of paraflSne. These ingredients should be put in a galvanized iron dish 
and then heated and thoroughly mixed. If the wax is too brittle use 
less rosin and if too soft, use less paraflSne. The experimenter may omit 
the beeswax if it proves too expensive. 

If the transformers are to be immersed in oil, a galvanized iron box 
is generally used. If transil oil is not available use dovhle boiled linsexl 
oil. 
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Fio. 59. Closed core transformer with a magnetic leakage gap as designed by an amateur experimc-aier. 

TRANSFORMER WITH MAGNETIC LEAKAGE GAP.— As the 

amateur experimenter cannot always purchase the best grades of silicon 
transformer steel he is apt to employ whatever material he may have on 
hand. An example of a transformer which an amateur has constructed 
at low cost is shown in Figs. 69 and 60. 

This transfo mer was designed by Mark Biser of Maryland. The 
constructional details and over-all dimensions shown in Fig. 69 are for 
the most part self-explanatory. The cross section of the core is 2*^ 
square', made of sheet steel strips 7" in length, 2" in width and with an 
average thickness of ^^2"- The primary and secondary coils are wound 
on opposite legs of the core and held in place by cardboard forms 3" in 
diameter which are slipped over and secured to the core. Fibre discs 
are inserted between the sections of the secondary and at other points as 
indicated in the drawing. The primary consists of 350 turns of No. 14 
d.c.c- magnet wire and the secondary of 50,000 turns of No. 32 enamel 
magnet wire, 
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The secondary is divided into three sections. A layer of thin oiled 
paper is placed between each layer of the secondary. 
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Fig. 60. Details of the leakage gap. 

To give this transformer satisfactory operating characteristics and 
also to permit variation of the power input over a considerable range, 
Mr. Biser fitted it with a magnetic leakage gap which is controlled from 
the outside of the case by means of a suitable handle. A general idea of 
the construction of the leakage gap can be obtained from Fig. 60. An 
end elevation is shown in Fig. 61. By turning the knurled knob on the 
adjusting shaft, the length of the leakage gap, which is shunted around 
the primary core, can be varied very considerably, permitting the 
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Fig. 61. £n4 elevation of the leakage gap. 
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secondary voltage to be changed between 10,000 and 20,000 volts. As 
mentioned in the preceding chapter, this gap is of particular advantage 
for increasing the power factor in transformer circuits. 



ASSEMBLY OF 

Oscillation Transformer. 




Fig. 62. Helical type of oscillation transformer with turns wound on edgewise, as constructed by an 
amateur experimenter. 

OSCILLATION TRANSFORMERS.— The "helicar^ or pancake 
types are generally preferred. The amateur often errs in building an 
oscillation transformer of too many turns. Not infrequently stations 
are fitted with an oscillation transformer of sufficient inductance for 
waves up to 1000 meters in length, although the set is to be operated at 
200 meters. 

It is not even necessary to adopt the expensive designs following, 
when a few turns of heavily insulated wire will do for the primary and 
the secondary. The conductor should be of low resistance, at least 
5^" in diameter for the 1 kw. set, and 34" in diameter for the 3^ kw. set. 

The reason that copper tubing is as suitable as a solid conductor is 
that the **skin effects" of high frequency currents are very marked and 
since high frequency currents penetrate only a small depth into con- 
ductors only the surface is of importance, 
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If the pancake type of oscillation transformer is adopted, use copper 
strip 3^", %'^ or J^" wide and about He of an inch in thickness. It is 
better to use a bare conductor so that for tuning purposes contact may 
be made with a fraction of a turn. Some experimenters prefer the 
helical type of transformer with the turns wound edgewise. 
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FiQ. 63. Details of the top and base. 
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Fig . 64 . Showing the dimensions of the uprights for the oscillation transformer. 
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A transformer of the latter type has been designed by Ralph Hoaglund 
of Massachusetts. The assembled instrument is shown in Fig. 62, a 
plan of the top and base in Fig. 63, and the dimensions of the uprights 
in Fig, 64. 

The primary has 10 turns and the secondary 18 turns. The inside 
diameter of the coil is 7^", the strip being y^" wide and Ke* thick. 
The dimensions of the uprights are 8%* x ^* x J^"'. The base and top 
are each QJ^'^in diameter and ^"'in thickness. Exact measurements for 
the positions of the slots in the strips are shown in Fig. 64. The slots 
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FiQ. 05. Design for the *'pancake" tyi)e of oscillation transformer. 

for upright A begin J^* from the bottom; for upright B, Ke"' from the 
bottom; for upright C, 5^*^ from the bottom; and for the upright D, '^/i^" 
from the bottom. The slots should be cut on a slight slant. 

For 200 meters a part of the smaller coil may be employed as the 
primary and the larger coil as the secondary. The coupling is, mechani- 
cally speaking, fixed, but may be varied electrically by placing two taps 
on the secondary, through which the used secondary turns may be 
brought nearer to or placed further away from the primary, according 
to requirements. 

A suggested design for the pancake type of oscillation transformer is 
shown in Fig. 65, The primary inductance is varied by a sliding contact 
mounted on an arm attached to the control handle. The contact slides 
on the coil and as it is rotated, any fraction of a turn can be cut in the 
circuit. The primary coil is mounted on a wooden slider which is shown 
in cross-section. This permits the coupling between the primary and 



Digitized by 



Google 



Transmitter Construction 



103 



secondary to be varied. The conductor of pancake coils is usually 
mounted in slots cut into strips of hard rubber or bakelite which are 
supported on wooden uprights. 

By using copper strip %" wide and Vie '^ thick, the following dimensions 
will be found satisfactory. The primary has 8 turns spaced J^*^- The 




Fia. 66. Helical oecillation transformer providing variable coupling. 
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inside diameter is 4^" and the outside diameter lO''. The secondary 
has 20 turns spaced 14:" i t-he outside diameter being about 14'' and the 
inside diameter about 4)^". 

A helical oscillation transformer designed for variable coupling is 
shown in Fig. 66. The primary is wound with No. 6 spring brass wire 
and the secondary with No. 8. The primary turns are threaded through 
holes cut in the wooden uprights; the secondary is mounted in the same 
way. The primary coil is 10" in diameter and the secondary 8" in 
diameter. Four turns are suflScient for the primary and 12 to 16 turns 
for the secondary, although a greater number are shown. The spacing 
between the primary turns should be ^", and about 34" or §^" between 
the secondary turns. Wooden uprights will do in dry climates, but if 
the apparatus is to be operated in a wet zone use hard rubber or some 
similar material. 

A small binding post with a set screw mounted on the top of the 
secondary locks the secondary in position for any desired coupling. 

The dimensions shown can be varied somewhat to suit the builder. 
It is in fact preferable, that the necessary nimiber of turns be prede- 
termined by the inductance formula given in Chapter III. 

mOH VOLTAGE CONDENSERS.— We usually distinguish high 
voltage condensers from low voltage types by the material of the di- 
electric. Glass and mica are generally employed for high voltages. 
Para} fined paper, thin sheets of hard rubber, mica or air at ordinary pres- 
sures are ordinarily used as the insulating medium for low voltages. 

The most satisfactory condensers for the amateinr's transmitter are 
the copper plated Ley den jar and the mica condenser. The oil-immersed 
gla^s plate condenser, however, is widely used principally because the 
experimenter has less difficulty in obtaining the materials for construction. 





Fia. 67. Commercial type of high voltage condenser using copper plated Leyden jars mounted in a metal 

jar rack. / 

Fio. 67a. Showing. in a general way the construction and assembly of the mica insulated condenser. 
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A commercial type of high voltage condenser is shown in Fig. 67. Six 
copper plated glass jars of 0.002 mfd each are mounted in a metal rack 
and connected in parallel. The outside coatings of the jars are con- 
nected through the metal cups at the bottom and the frame. The inside 
coatings are connected to a common terminal through braided conductors, 
which are soldered to the inside coatings. 

Mica condensers are generally employed in government radio sets. 
They have the advantages of compactness, fairly small losses, and little 
danger of breakdown. The reason for the last is that the breakdown 
voltage of very thin sheets of mica is high (60,000 volts per centimeter of 
thickness), consequently even if used with high voltages very thin shefets 
may be placed between the conducting surfaces of the condenser giving 
a relatively high value of capacity. Several units may then be con- 
nected in series so that the voltage across each unit is comparatively = 
Tow. A fundamental idea of the assembly of the mica condetiser may be[ 
obtained from Fig. 67a. . • , 

It is a common practi<^ Id connect 10 or more units in sieries, the units 
being stacked up in a metal container and thoroughly impregnated with 
a good insulating compound by a vacuum process. With 10 units in 
series on a 15,000 volt transformer the voltage per unit is only 1500 volts. 
The liability to rupture is thus far removed. On the .other ha^id, |f .t6n 
banks of Ley den jars were connected in series, the result wduld Hela; 
very expensive and bulky condenser. Both mica condensers and Leyden 
jars may be purchased ready for use. 

Commercial types of Ley den jars will not stand potentials in excess 
of 15,000 volts. If the transformer voltage exceeds this value a series- 
parallel connection must be used. This connection requires four tim^s 
the number of jars used in a simple parallel connection. 

It is clear from formula (35) page 46, that the resultant capacity of 
two equal condenser banks in series is one-half that of one bank. As- 
sume, then, that standard jars of 0.002 mfd. each are available. Four 
jars in parallel will have a capacitance of 4X0.002 =0.008 nrfd. — the cor- 
rect value for the amateur's transmitter operated from a 60-cycle source. 
Sixteen of these jars will be required if the voltage of the transformer is 
20,000 and two banks are to be connected in series. Eight jars in parallel 
will constitute a bank, and the capacity of each bank will be 8X0.002 
= 0.016 mfd. With two such banks in series, the resultant capacity will 

be --^ — =0.008 mfd. The, voltage across each bank will be — 75 — 

= 10,000 volts. 

The majority of amateur experimenters use the foil-coated plate glass 
condenser. The capacitance of such a condenser may be calculated with 
a fair degree of accuracy by formula (34). Glass free from lead and 
"bubbles'' should be selected and photographic plates, which may be 
obtained from a local photographer, are often used. Flint gUiss has a 
small heat loss and is preferred. 

A plate of glass 8" x 8" and about }/s'' ^^ thickness, covered on both 
sides with tin foil, has a capacitance of about 0.0006 mfd. Sixteen such 
plates in parallel will give 16 x 0.0005 = 0.008 mfd. 

A plate of common glass 14'' x 14 '^ x ?^" covered with foil 12*' x 12*^ 
will have a capacitance of about 0.0016 mfd. A plate with a^ conducting 
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surface of twice the area wDl, of course, have 2 X0.0016 =0.0032 mfd. A 

0.0016 



plate of one-quarter that area will have 



'=0.0004 mfd. 



The difficulty of calculating the capacity of a glass plate condenser 
lies in the varying value of the dielectric constant (K). If it is definitely 
known formula (34) is very accurate. 
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Fio. 68. Giving a general idea of the assembly of the glass plate type of high voltage condenser. 

ASSEMBLY OP A GLASS PLATE CONDENSER.— The assembly 
of an oil-immersed condenser is shown in Fig, 68. The foil is cut with a 
lug projecting from one corner. The lugs issue alternately from the 
right and left hand corners of adjacent plates. 

The foil should not come too close to the edge lest sparking over the 
edges occur. Allow a space of at least one and one-half inches. 

To attach the tin foil to the plates: First, cover the surface of the 
glass with a good grade of thin Jish glue. Place in position the sheets of 
tin foil, which have been properly cut and rolled to smoothness by a 
''squeegee*' roller. Next place the plates in a rack and allow them to 
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dry slowly, after which they should be covered with one coat of orange 
shellac. Then pile them together, first a left plate, then a right plate and 
so on throughout the series until the unit is complete. Bind the entire 
unit with insulating tape or a canvas strip and immerse it in a tank of 
insulating oil. Swan & Finch's Special Atlas AAA is recommended as a 
good grade of oil. 

Another method for placing the tin foil on the glass is: When the 
sheets of tin foil have been properly cut place the glass plates in an oven 
and heat them for five minutes. Then remove and rub them with a 
good grade of beeswax. While the plates are still warm, rub the sheets 
of tin foil into place by a "squeegee" and paint the edges with hot bees- 
wax. Beeswax has in many instances been found superior to shellac 
because it does not blister. 

While in the sketch of Fig. 68 three banks are connected in series two 
banks are really sufficient, imless the dielectric strength of the glass em- 
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Fio. 69. The construction of a high voltage condenser of variable capacity. 
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ployed happens to be very low. The safety gaps shown in the drawing are 
not strictly essential. A protective gap connected across the transformer 
secondary (to be described later) affords all the protection necessary. 

It is desirable to have a high voltage condenser of variable capacity in 
the amateur station. Such a condenser permits the operator to experi- 
ment with different capacities for varying conditions of service. Some- 
times greater efficiency will be obtained with a capacity quite different 
from that originally intended, due to the difference in the designs of high 
voltage transformers and the possibility of the set being operated at 
frequencies above 60 cycles. At the frequency of 600 cycles, for ex- 
ample, a condenser of 0.004 mfd. is suflScient for a }4 kw. set; for a 
}4 kw. set, 0.002 mfd. will do. 

E. C. Eriksen of California designed the variable high voltage con- 
denser shown in Fig. 69. The condenser is constructed from 8"x 10" 
photographic plates which are generally free from flaws. 

The film may be removed from the plates by immersing them in two 
solutions. The first solution is made up in the proportion of J4 ounce 
of sodium floride to 16 ounces of water. The second solution consists 
of 14 ounce of sulphuric acid and 16 ounces of water. After the plates 
have been placed in the first solution for a couple of minutes and then in 
the second solution the film should come off easily. 

Now coming to the construction of Eriksen^s condenser it should be 
noted that all of the lugs leading from the foil at one end are joined to- 
gether, while those at the opposite end are staggered so that they can be 
connected together in groups. This construction allows the condenser 
to be mounted in a wooden box with knife blade switches placed on the 
side to cut in and out the various sections. 

The foil is cut 6" x 8" with a lug V wide, 3" long. The lugs are 
alternated so that on adjacent plates they come out at opposite ends of 
the pile. The first lug should be placed as at A; the next two as at B; 
the next three as at C; the next four as at D; the next ten as at E and the 
remaining twenty as at f . 

The plates are then covered with vaseline, the tin foil placed in posi- 
tion and rolled with a ''squeegee,^' and afterwards the foil is coated on 
the outside with vaseline. Next, the plates are piled up in the order 
described before so that 20 lugs appear at the centet at one end, while at 
the other end there will be five bunches of 1, 2, 3, 4, and 10 lugs each. 
These lugs must come out from consecutive plates and be placed in the 
same position on each plate. The pile may then be wound tight with 
tape. 

The plates may then be placed in a wooden box with outside dimen- 
sions 10" X 14" X 5". The corners of the box are mitcred, the bottom 
is glued on, and the top is fastened with nickel-plated, round-head screws. 
The box should be shellaced or boiled in melted paraffine. When the 
plates are in place it should be filled with a good grade of transformer oil. 
The oil and vaseline both serve to reduce the brush discharge. 

The knife blade switches should be mounted on a hard rubber slab 
placed on one end of the box. Wood will not withstand high voltages 
for any considerable period. 

By this arrangement any number of plates from one to twenty may 
be connected in the circuit. For instance, if 17 plates are desired the 
switches connected to the 10-lug, 4-luP', and 3-lug bunches should be closed. 
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Forty plates will do for a 3^ kw. set. The required number for any- 
wave length with a fixed primary inductance can easily be found by a 
wavemeter. If the transformer voltage exceeds 20,000, a series parallel 
connection must be used. 

Some wireless experimenters prefer to mount their condenser plates 
in a wooden rack. This construction certainly has the advantage of 
neatness and is simpler in that a punctured plate may be removed with- 
out taking down the whole condenser. 

The condenser rack shown in Fig. 70 was designed by a contributor 
to The Wireless Age. It may be built to take any desired number of 
plates. It consists mainly of the slotted pieces A cut to take the plates 



which are separated, say 3^ inch. Two copper busbars C are mounted 
on the front of the rack from which connection is made to the plates. 
No lugs are brought from the plates, but connections between adjacent 
plates and to the busbars are made by the brass contact clips B con- 
structed in conformity with the detail Fig. 70. The remainaer of the 
construction is self-explanatory. 

If voltages below 15,000 are used the condenser may be operated in 
the open air, but for higher voltages the rack, plates and all may be 
immersed in oil. If the condenser is operated in the open air, brushing 
at the edges of the plates can be reduced by coating them with beeswax. 




;^ 



TTTmmm 



/vm 



S/o/s fo Mc/p/afes 



6las5 




dross confoctc/ip '3' 



%. % 111 



>ii 



111,, 



"\ I \ 



Fia. 70. Condenser rack for the glass plate type of high voltage condenser. 

SPARK DISCHARGERS.— The theory of spark dischargers has been 
given in the preceding chapter. It should be evident that the design of 
the spark gap has a marked effect upon the efficiency of a wireless trans- 
mitter. It is not sufficient to merely supply a discharge path for the 
energy in the condenser. Means must be provided for rapidly quench- 
ing out the oscillations in the closed circuit before the antenna oscilla- 
tions have the opportunity to retransfer their energy to the closed cir- 
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cuit; otherwise oscillations of two frequencies will flow in the antenna 
circuit and the set will radiate two waves. 

Single wave emission, with tight coupling at the oscillation trans- 
former, can only be obtained with a gap and associated power circuits 
designed so that between individual sparks the insulating qualities of 
the gap are rapidly restored. If the gap action is prolonged, single wave 
emission can only be secured with very loose coupling. A reduction of 
coupling cuts down the antenna current resulting in a decreased trans- 
mitting range. 

There are four types of spark dischargers in commercial use, viz: 

(1) The plain gap. 

(2) The non-synchronous rotary gap. 

(3) The synchronous rotary gap. 

(4X The multiplate or series gap (commonly called the ''quenched" gap). 

The plain gap is generally used with spark coil transmitters. The 
non-synchronous gap is employed to give a musical tone when the power 
source is 60 cycles or less. The synchronous gap is rarely used by ex- 
perimenters, unless the frequency of the power supply exceeds 120 cycles. 
The multiplate gap is seldom encountered in the amateur station although 
it will increase the transmitting range if the complete transmitter is 
properly designed. > 

• If the frequency of the power supply exceeds 120 cycles the syn- 
chronous gap has some advantages — the principal one being the uni- 
formity of the spark note. But the amateur, in nine cases out of ten, 
will use the non-synchronoiis rotary because his power supply is usually 
60 cycles. A synchronous gap at this frequency should give 120 sparks 
per second, and the pitch of the note would be much lower than that 
obtained with the non-synchronous gap. The latter can De designed to 
give from 200 to 400 sparks per second. The note has musical charac- 
teristics composed of overtones, undertones, and the fundamental, and 
it is far from displeasing to the average operator's ear. In fact many 
operators prefer it. 

The experimenter cannot use a synchronous gap where the power 
supply is furnished by a local company, for uniform sparking can only 
be obtained by mounting the gap on the shaft of the alternator of the 
power supply. 

The synchronous gap has been mounted on the shaft of an a.c. syn- 
chronous motor connected to the power supply, but it is diflScult to main- 
tain an accurate synchronous adjustment over an extended period as the 
motor is apt to get slightly out of step with the frequency of the source. 

PLAIN SPARK GAP.— The fundamental id^a underlying the con- 
struction of this gap is shown in Fig. 71. Two zinc electrodes S-l and 
S'2, are mounted on brass rods supported rigidly by two binding posts, 
so that the sparking surfaces are strictly parallel. The cooling flanges 
are cast on the rod or placed on afterward. 

The base should be of hard rubber, bakelite, or glass. The binding 
posts should be mounted so that they do not come in contact with wood 
or with any other material liable to leak high voltage currents. 
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For spark coils the zinc eiectrodes should be approximately 34" in 
diameter. For more powerful transmitters up to 1 kw., the electrodes 
need not exceed %'^ tol{^'\ Blunt electrodes give a rough spark note. 
Sharp electrodes give notes of higher pitch but they do not cool so rap- 
idly, tending to prolong the spark discharge with consequent lack of 
qy^nching. Blunt electrodes on stationary gaps aid quenching and would 
be preferable did they not tend to destroy the pitch of the note. 
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FiQ. 71. Showing the construction of a plain type of spark gap utilizing two stationary electrodes. 

The crash of the spark of a 1 kw. transmitter is exceedingly loud. 
The gap should be placed in a muffling box, the leads to the gap brought 
into the box through bushings possessing the best insulating qualities. 
A few holes must be left in the box for ventilation; two at the bottom 
and two aft the top are generally s?ttisfactory. Placed this way they 
tend to create a draft and assist the ventilation. The muffling box may 
be made of wood or metal. A wooden box should be lined with asbestos 
J^*^ in thickness. 

Brass or copper spark electrodes are nearly as satisfactory as zinc but 
zinc electrodes give very uniform spark notes and are preferable for 
that reason. The ingenious experimenter can easily design a plain gap 
fitted with an adjusting handle which will permit the length of the gap 
to be regulated while the spark is discharging. 

THE NON-SYNCHRONOUS ROTARY GAP.— The rotor of this 
type is mounted on the shaft of a d.c. or a.c. motor. A 3^ h.p. motor 
has sufficient power to drive the average gap. The speed of the motor is 
unimportant, provided a sufficient number of spark electrodes are sup- 
plied to give the desired spark frequency. 

Three different designs are shown in Figs. 72, 73 and 74. In Fig. 72 
the driving motor M carries the disc D, which may be made of micanite, 
bakelite, dilecto or micarta. Around the circumference of the disc, 
near the edge, holes are drilled to take the rotating electrodes E which 
are equally spaced. 

The electrodes E need not be more than J^" or ^le" in diameter and 
may be made of zinc or copper. Copper is more commonly used. The 
stationary electrodes D^ and D^ are the sama diameter as the electrodes 
on the disc. They may be fitted with cooling flanges not shown in the 
drawing. 
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The motor armature must have end-thrust washers of the correct 
thickness so that the end play does not exceed }4i ol an inch. Otherwise 
the electrodes on the disc will jam against the stationary points and 
wreck the gap. The electrodes D^ and Z)2, are then set up as close as 
possible to electrodes E, without making actual contact, for the shorter 
the gap the clearer mil be the spark note. A high pitched note is the goal 
of all amateurs. 




Fig. 72. A type of the non-flynchronous rotary gap first developed by the Marconi Company. This gap 
is favored by the amateur experimenter. • 

The electrodes E must all be lined up equally in respect to electrodes 
Di and D^. Do this by: setting up the ends of D^ and D^ at equal 
distances from the disc by means of a micrometer gauge. The total 
distance between them must be just slightly greater than the length of 
the lugs E. The latter can then be centered in the disc and fastened 
tightly by nuts on both sides of the disc. The lugs E are, of course, 
threaded throughout theii length. 

For general amateur working a gap giving 240 sparks per second is 
satisfactory. Assume that the motor M rotates 1800 r.p.m., or 30 
revolutions per second. Then, if the disc has 8 spark electrodes, there 
will be produced in one second 8X30 = 240 sparks. 

A disc 6^" in diameter will do for a gap with 8 electrodes. The 
holes for the electrodes on the disc should be drilled around a circle 
drawn 3" from the center with a scriber. The electrodes will then be 
about 1.6" apart. If the motor runs only 900 r.p.m. the disc should 
have 16 electrodes and should be say lO*' in diameter. 

The non-synchronous gap shown in Fig. 73 has been used in commer- 
cial and amateur stations and is one of the earlier designs developed by 
the Marconi Company — the pioneer in the use of rotary gaps. The 
construction will be understood from the drawing. Two nearly semi- 
circular pieces of brass mounted on the frame of the driving motor are 
insulated from each other and from the motor frame by hard rubber 
posts extending outward from a metal spider (shown partially in the 
drawing) . 

The rotating member is an aluminum arm mounted on the armature 
shaft which carries two sparking electrodes. The stationary electrodes 
are slotted and held firmly, but not tightly, by machine screws, so that 
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if the rotating electrodes should accidentally come in contact with the 
stationary electrodes the latter will turn on the machine screws and 
protect the gap from being wrecked. One advantage of the gap con- 
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Fia. 73. Modified form of the non-synchronous gap as developed by the American Marconi Company. 
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Fjo. 74. "Vernier" type of non-synchronous rotary gap, 
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struction of Fig. 73 is that while the rotating electrodes are self -cooled 
by rotation of the arm, the stationary electrodes are given the oppor- 
tunity to cool between sparks; for, as is self-evident, the spark discharge 
travels around the circle from one pair of opposite stationary electrodes 
to the next opposite pair and so on. The rotating arm need not be more 
than 7*^ in length and it should be insulated from the driving shaft by a 
hard rubber bushing. The bushing is placed over the shaft and the 
arm mounted on the end. 




Fio. 75. Non-synchronoiis gap designed by an amateur experimenter. 
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Fia, 76. Elevation of the support for the stationary electrodes. 
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The ''vemier^^ gap of Fig. 74 has been used by Experimenters. 
Note that there are four stationary electrodes and five rotating ones. 
The disc which carries the rotating electrodes is insulated from the 
motor, but is connected to one terminal of the closed oscillation circuit 
by a brush. The other terminal of the oscillation circuit goes to the 
stationary electrodes which are connected together. 

It is clear that in one revolution of the disc there will be 4X5=20 
sparks; hence, if the disc revolves 30 r.p.s., i.e., 1800 r.p.m., there will be 
30X20=600 sparks per second. High spark frequencies may thus be 
secured with low disc speeds. The note of this gap is somewhat 
superior to that obtained with the two types described before. 
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Fig. ' 7. Rotary gap for low jpowers as designed by an amateur experimenter. 

Various amateurs have shown many designs for the non-synchronous 
gap. The constructional details may well be left to the builder as he 
will use the material he can most readily obtain. Those shown in the 
following drawings may suggest other designs which the amateur can 
work out for himself. In order to obtain the best quenching the elec- 
trodes should be wide and thin. 

A gap which is a variation of Fig. 73, designed by Ralph Hoaglund 
is shown in Figs. 75 and 76. The stationary electrodes, ten in number, 
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are mounted on a wooden upright, parallel to the rotating arm. A 
fibre bushing for insulating the arm from the shaft is shown at 4. The 
pointed set screw 5 acts as an end-thrust to eliminate end-play in the 
armature shaft and also acts as a contact for connection with the rotating 
arm. There are ten stationary electrodes spaced evenly on a circle 6^^ 
in diameter. Fig. 76 is an elevation of the support for the stationary 
electrodes. 

E. Chester Stephen of New Jersey has presented the design shown 
in Fig. 77 which is self-explanatory. 

O. Cote of Rhode Island built an aluminum rotary gap like that in 
Figs. 78 and 79. The rotor is cast or cut from aluminum. The driving 
Qiotor is one of the small Ajax type operated off a step down auto-trans- 
former energized from 110 volts a.c. source. The disc is 3^4'^ in diameter 
and has twelve discharge points. Each spark electrode on the disc is 



Wx^ 



X M(^\ The disc is Y^*' thick. 




V^ 




MoTOtt 



i 



E*^. 



TOP View 



Fio. 7S. Rotary gap fitted with an aluminum rotor. 

A sound muffled rotary gap designed by W. E. Wood of Missouri is 
shown in Fig. 80. The rotor is enclosed in a fibre tube large enough to 
permit it to rotate freely. The end of the tube is covered with a circular 
piece of glass as is shown in the illustration. 

E. G. Mohn and Walter Maynes of California have constructed a 
gap rotated by a novel a.c. motor following the design suggested by 
Prof. A. S. Gordon of the Polytechnic High School, San Francisco. 
The motor shown in Fig. 81 consists of an electromagnet wound with 
J^ lb. of No. 54 d.c.c. wire, and a steel bar magnet mounted on a shaft 
immediately in front of the pole pieces. The shaft carrying the bar 
magnet also carries the rotary disc. The only disadvantage of the 
design is that in order to start the bar magnet into rotation it must be 
turned by hand. 
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If the amateur generates a.c. within his station the non-synchronous 
gap may be mounted on the generator shaft. For example, a 4 pole 
generator driven 1800 r.p.m. would require 4 rotating electrodes for 
synchronous discharges but if the disc is fitted with 8 or 12 electrodes 
much higher spark frequencies can be obtained; that is, several sparks 
per cycle may be produced. 




Fig. 79. Details of the rotor. 




FiQ. 80. MufSing box for a rotary gap. 
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SYNCHRONOUS ROTARY GAP.— The experimenter is not apt to 
use a synchronous gap because he wants a higher spark frequency from 
that which the 60- cycle synchronous discharger gives. 

The synchronous gap is the same as the non-synchronous type except 
that the rotor is mounted on the generator shaft and must have a spark 
electrode for each field pole of the generator. The stationary electrodes 
are mounted on a rocker arm so that they can be shifted through an arc 
of 25*^ to 40°. By shifting the rocker arm, the spark can be made to 
occur at the peak of the condenser voltage, giving a discharge for each 
half-Cycle of the charging current. 

With a 600-cycle source the synchronous gap is very desirable, but for 
frequencies below 120 cycles the non-synchronous gap gives the higher 
note. 

CC, - Primar/ Bincbng Posts 
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FiQ. 81. Non-fl3nichronous rotary gap driven by a home-made alternatinfir current motor. 

THE MXJLTIPLATE OR **QUENCHED'» GAP.— Although recog- 
nized as the most efficient gap this type is rarely used by wireless ex- 
perimenters. This is due chiefly to the fact that the quenched gap gives 
a poor note with a 60-cycle source. The spark tone is not much higher 
in pitch than the plain gap. The multiplate gap is expensive to build, 
for precise machining is essential for good results. 

Although the quenched or multiplate gap quenches the primary 
oscillations more effectively than other types and gives a higher value 
of antenna current, unless certain factors of design are taken into ac- 
count it may prove less efficient than an ordinary gap. 

Before describing the construction of the **quenched'' gap, certain 
basic considerations will be pointed out that must be given serious atten- 
tion when this gap is employed with ordinary 60 cycle transmitters. 

Fiist, a resonance transformer is desirable as explained on page 83. 

Second, a reactance coil must be placed in the primary circuit ot the 
high voltage transformer. 
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Third, a rather smaller condenser capacity than that ordinarily used 
with other gaps must be employed. 

Fourth, an oscillation transformer of the pancake type, permitting 
a continuous variation of inductance, is essential to obtain rapid adjust- 
ments of resonance between the spark gap and antenna circuits. 

Fifth, a motor-generator is most desirable as the source of current in 
order that the phenonjenon of resonance at audio frequencies may be 
utilized to advantage. 

The author conducted numerous experiments with quenched gaps in 
connection with ordinary amateur transmitting apparatus and found 
that a marked increase of efficiency was obtained by observing the above 
precautions. 

Regarding the construction of the quenched gap: The sparking plates 
are made of copper, carefully ground, and perfectly milled. They are 
provided with heat dissipating surface of sufficient area to take care of 
the required output. The individual plates are separated by insulating 
washers of the correct thickness, so that when the plates are compressed 
the sparking surfaces will be separated by no more than 1/ 100th of an 
inch. It is particularly important that the space between the sparking 
surfaces be air-tight. To this end the intervening discs or washers are 
treated with special insulating compounds, such as varnish, paraffine 
or boiled linseed oil. Under the heat of the gap, the compound will 
soften and if the plates are tightly pressed together an air-tight joint 
results. 

As it is customary to allow 1,200 volts per gap the number of gaps 
to be employed in a given set can be readily calculated from the applied 
voltage. Not only the voltage of the transformer is taken for com- 
putation; but the available potential when the condenser is connected in 
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Fxa. 82. Cross section and dimensions of the sparking plates of a quenched gap suitable for amateur 
transmitters up tj ^ kw. 

shunt to the bccondary winding must be taken into consideration. This 
value of potential can be determined by the sphere gap method, for which 
a table is given on page 313. Briefly, this method involves the use of two 
spheres or bails of a certain diameter, the spacing between which is 
gauged by a micrometer adjustment, with 4 corresponding scale. The 
discharge balls are connected in shunt to the source of high potential and 
graduaUy separated until the spark ceases to discharge. The length of 
the gap is noted and reference made to the table for the corresponding 
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value of voltage. Remember that this table gives the maximum voUage 
per cycle and not the r.m.s. value. 

The details of a gap suitable for J^ and J/^ kw. sets are given in Figs. 
82, 83, 84 and 85. The cross section and the dimensions of the copper 
plate are given in Fig. 82. Fig. 83 shows the general appearance of the 
plate. Note that the copper surfaces on which the fibre disc rests has a 
number of circular grooves. As the compound on the discs softens, it 
flows into the grooves and makes an air-tight joint. 

The plates are first cast to shape and then machined. This must be 
done very accurately for the sparking surfaces of adjacent plates must be 
strictly parallel. 
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Fig. 83. Showing the finished spark plates of a quenched gap. 

The sparking surface of each plate as noted in Fig. 82 is l^*' in 
diameter. The groove surrounding it is ^'^ wide and about Y^" deep. 
The shoulder which presses against the insulating discs is also 5^*^ wide. 
The entire plate is 3^" in diameter. The washers between plates, are 
Zy^^ outside diameter, and X^/i** inside diameter. 

The assembled gap is shown in Fig. 85. The plates are mounted 
between two metal castings bolted to a cast iron base. A pressure bolt 
for compressing the plates is mounted on the right hand end. It should 
be a ^'^ bolt with a rather fine thread. 

Although the drawing shows two insulating discs at either end of the 
quenched gap plates it is better to place a cast iron plate between the right 
hand disc and the frame as otherwise the pressure on the bolt necessary 
to prevent air leakage may puncture the disc. The iron end- plate should 
be centered and countersunk to take the pointed end of the compression 
bolt. 

If the insulating discs are made the same diameter as the plates, the 
experimenter ca,n mount two parallel insulating rods between the end 
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castings to form a rack upon which the plates rest. The plates and 
washers will then center themselves automatically when they are dropped 
into the rack. It is readily seen that, if the plates are stacked up un- 
evenly, the inside edge of the insulating discs may not cover the parallel 
rims of two adjacent gaps; but if they are correctly centered, the inside 
edge of the washer will come to the center of the groove. In event of 
the former, sparking will take place at the rim and the insulating disc 
will be punctured, putting that particular gap out of commission. ^ 
The gap should be cooled by directing the blast of a 6-inch fan on the 
plates. 




Fig. 84. Dimensiond of insulating gaskets. 
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Fig . 85 . An assembled quenched gap . The plates are mounted in a metal containing rack and compressed 
tightly by a bolt inserted in the end casting. 

ADJUSTMENT OF THE QUENCHED GAP TRANSMITTER.— 

If the amateur had complete control over his power supply it would be 
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possible to give him the design for a complete "quenched" transmitter 
which would give maximum eflSciency without experimenting. But 
this is not the case, and moreover, a variety of transformer designs are 
met with in practice which make some experimenting necessary to get 
the best results. 

Assuming that the complete transmitter is wired up as in Fig. 86 
the method for adjustment is as follows. A wattmeter W and an am- 
jneter -4-2 are connected in the primary power circuit. The wattmeter 
gives a check on the primary power and the ammeter shows whether the 
current carrying capacity of the primary coil P is exceeded. 

If the gap S-1 has 16 plates and the transformer potential is about 
15,000 volts, cut in about 10 gaps for a preliminary trial. Then cut in 
about one-half of the primary reactance X, close the key, and note the 
primary power and current. Change the number of gaps and note the 
effect on the power. If the power reading is too low, reduce the react- 
ance of X and bring it up to normal. These £ests indicate that the 
circuits are working properly. 

Now disconnect the spark gap S-1 and vary the capacitance of the 
condenser Q (which is assumed to be a high voltage condenser of variable 
capacity), until ammeter A'2 reads a maximum. If the capacitance of 
C exceeds 0.008 mfd. for resonance, reduce C and increase the reactance 
of X. When resonance is found add a few more plates to C until the 
transformer circuits are 15 to 20% off resonance. 

Then connect about 10 gaps in the circuit, close the key, and if the 
primary power does not exceed normal proceed to tune the set and after- 
ward adjust the spark note. 

Set the antenna circuit, il, L-l, ^4-1, jE?, to 200 meters by means of a 
wavemeter. Then vary the inductance of the primary L and watch 
the aerial ammeter A-X for a maximum reading. If the resonance is 
sharp, that is if a slight change of L has a marked effect upon the antenna 
current, the gap is quenching. It may be well then to try various 
degrees of coupling and different numbers of gaps to determine if the 
antenna current can be increased. 
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Fia. 86. Essentials of a transmitting circuit suitable for use with quenched spark dischargers. An oscil- 
lation transformer providing a continuous variation of inductance is preferred. 
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A further change in the capacity of C or the reactance of X may help 
matters. By carrying on a few experiments along these lines, the ex- 
perimenter will hit on a combination of values giving a strong antenna 
current of low decrement and a single wave emission. The author has 
proved this in practice. 

Do not allow the gap to overheat. Avoid a temperature over 200 ® F, 
If the transformer has a number of taps on the primary coil the 
reactance X is unnecessary. A secondary reactance may be used. It 
is made up of a number of pancakes like those of the transformer second- 
ary, placed over an iron core. The primary reactance is, however, less 
expensive to construct. Very precise tuning of the spark gap and 
antenna circuits is required for maximum antenna current when using 
the quenched gap. 
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Fig. 87. A resonance indicator which may^ be substituted for a hot-wire ammeter in the antenna circuit of 
the amateur transmitter. Resonance is indicated by the maximum glow of a small incandescent lamp 
which is shunted by a variable inductance. 

RESONANCE INDICATOR.— To measure the antenna current and 
to determine whether the open and closed circuits are in substantial 
resonance, use a hoi wire ammeter or an ammeter with a thermo-cowple. 
These instrimients indicate the strength of the current flowing through 
them by the heating of a wire through which the current is passed. 

Magnetic measuring instruments cannot be used in radio frequency 
circuits because of their self-induction and because their coils will not 
withstand the high voltages of wireless transmitters. 
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Hot wire ammeters are rather expensive and are not conmionly used 
in amateur stations. Any device that will indicate when the antenna 
current is maximum, although it is not calibrated in amperes, will serve 
as a substitute. 

A small battery lamp shunted by a turn of wire and connected in series 
with the antenna circuit will indicate by its maximum incandescence 
that the closed and open circuits are in resonance. An indicator of this 
type is shown in Fig. 87, where a two- or four-volt battery lamp is con- 
nected in series with the antenna circuit through the binding posts A 
and B. The lamp L is shunted by a loop of copper wire or flat copper 
strip W, over which the arm C makes contact. The length of the loop 
will vary with the strength of the antenna current; usually its radius does 
not exceed S'^. 

A few trial experiments with a given transmitter will reveal the 
correct position for the slider C It is less difficult to judge a current 
maximum in the lamp if the shunt is adjusted for a cherry red glow as 
the point of resonance is approached. 

ANTENNA AMMETERS.— Two types are in general use. One 
utilizes the expansion of a wire or strip heated by the current to move an 
indicating mechanism; the other type employs a thermocouple mounted 
on a wire heated by the radio frequency current. 

The thermo-couple y when heated by the radio frequency current, 
generates a direct e.m.f. which, in turn, actuates alnagnetic instrument 
having the characteristics of a milUvoltmeter. The meter may be 
calibrated directly in amperes. 

In the design of hot wire meters coarse wires are to be avoided for 
their resistance changes markedly with the frequency of the current. 
On the other hand, if a wire of very small diameter is employed radio 
frequency currents will penetrate it to the center and its resistance will 
remain substantially constant over a large range of frequencies. If 
large currents are to be measured several such small wires must be 
connected in parallel and one of them selected to work the indicating 
mechanism or to heat the thermo-couple. The wires must be parallel, 
must be exactly of equal length, and the external leads must be attached 
at a point where the current will distribute itself equally through all 
wires. When several wires are employed they are usually strung on a 
cy Under. 

An ammeter which any wireless man who is clever with his tools may 
construct at a small cost is shown in Fig. 88. C D is a piece of silk 
fibre about S'^ long. GH is another piece about 2" long and is attached 
to the center of C D by a bit of beeswax. The lower end oiGHis wound 
about the shaft which carries the spring S and the pointer. The spring 
tends to pull the pointer toward the maximum scale position, but it is 
resisted by the fibre thread and the wire TT-l, W'2. 

When no current flows through W-1, Tr-2, the pointer rests at zero, 
but when the wire is heated by the passage of radio frequency currents 
the tension on C Z> is reduced, reheving the tension opposing the spring S, 
which in turn, pulls the pointer across the scale. 

In the diagram B-l and jB-2 are heavy copper lugs. TT-l, W'2 is a 
piece* of No. 40 Therlo wire (0.003" in diameter) about 4'^ long. Its 
resistance is about 9.5 ohms. Using only one wire, the instrument will 
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measure at its maximum scale, 0.1 ampere. With several wires in 
parallel the range may be increased to any desired value. The shunt 
wires must be of the same length and the same diameter as the wire 
which works the mechanism. All wires are preferably arranged around a 
ccy Under, being spaced equi-distantly. 

An instrument employing a thermo-couple has been designed by 
M. K. Zinn of Indiana, who says that it was patterned after the data 
given by Chas. Ballantine. Instruments of this type were first em- 
ployed, commercially, by the Marconi Company and they are now 
common in radio sets. Fig. 89 shows the general details of construction. 
Fig. 90 is a sketch of the assembled instrument and Fig. 91 shows the 
method of calibration. 

Six bare No. 40 copper wires are arranged around circular discs I*' 
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Fxo. 88. Experimental hot-wire ammeter which may readily be constructed by the wireless experimenter. 
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in diameter, Vd^" in thickness. The centers of the discs are drilled for 
8/32 machine screws, through which they are fastened to the posts 
A and B. 




Fio. 89. A thermo-couple suitable for radio frequency measurements. 

The slots for the wires are cut at intervals of 60 ^ with a fine hack-saw. 
The terminal posts are made of brass stock 34 '^ square, drilled and tapped 
as shown in Fig. 90. The posts are mounted on sl H" bakelite base, 
2'^x G'' being separated 4%''. The six copper wires may then be soldered 
in position. 

The thermo-cowple consists of a piece of No. 36 iron wire and another 
piece of No. 36 German silver wire, each 3*" long. The ends of the two 
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Fig. 90. Details of the terminal posts. 



wires are carefully twisted together and then soldered to one of the 
No. 40 heating wires. The free ends of the thermo-couple extend to two 
binding posts mounted on the base. These posts are for connection to a 
millivoltmeter which is to be calibrated in amperes by comparison with 
a standard ammeter. 

The method of calibrating the instrument is shown in Fig. 91, where 
a battery B, a rheostat /2, and a standard ammeter A^ are connected in 
series with the heating wires. The millivoltmeter is connected to the 
iron element of the thermo-couple at Fe and to the German silver 
element at Gs. 
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Various currents covering the whole range of the millivoltmeter scale 
are passed through Am- The scale on the millivoltmeter should at any 
instant be given the value read from the meter Am- More accurate 
methods of calibration will be found in standard electrical hand books. 

Frank O'Neill of California designed the meter of Fig. 92. The 
pointer carrying mechanism was made from an old alarm clock. The 
hot wire, which is a piece of No. 36 wire about 4 "^ long, is strung between 
a hook and an adjusting screw as indicated. The pointer, which is not 
shown, is a piece of No. 28 copper wire soldered on the shaft carrying 
the wheel and spring. 




Fxo. 91. Showing how an ammeter with a thermo-couple may be calibrated from a standard. 
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FiQ. 92. A hot-wire ammeter which the amateur may construct from p««rts found around the workshop. 
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AERIAL TUNING INDUCTANCE.— Ordinarily the SOO-meter station 
does not require an aerial coil separate from the secondary of the oscilla- 
tion transformer. The secondary of the oscillation transformer usually 
has sufficient turns to raise the wave length of the average amateur 
aerial to 200 meters. 

The aerial tuning coil may be of the helical type or Siflat spiral pancake; 
the exact dimensions for any given wave length may be calculated from 
the formulae in Chapter III. If bare strip or bare copper tubing is 
employed, the turns should be spaced about ^'^ to prevent sparking 
between them. If heavily insulated copper conductor is used the turns 
may be wound as closely as possible. A few turns of No. 6 stranded 
. wire will be satisfactory. 

SHORT WAVE CONDENSER.— The short wave condenser is re- 
quired only when the natural wave length of the antenna circuit exceeds 
200 meters. For the average station operating at 200 meters, some 
capacitance between 0.0002 and 0.0005 mfd. is about correct. Several 
plates should be connected in series to prevent the dielectric from breaking 
down. We have shown on page 46 that a plate of glass 14 "^ x 14 '^ covered 
with foil 12*^x12*' has a capacitance of approximately 0.0016 mfd. 

Hence, four such plates in series will have — ^-j — =0.0004 mfd. capacity 

— about the correct value for a series condenser. 

The short wave condenser should be connected in the earth lead and 
the wave length of the antenna circuit determined by trial with a wave- 
meter. If it exceeds 200 meters turns should be cut out at the secondary 
until 200 meters is obtained. 

If the flat top portion of the aerial is more than 120 ft. in length, a 
short wave condenser of very small capacitance will be required to reduce 
the wave length to 200 meters. This will decrease the range of the set 
and it is therefore preferable to shorten the aerial. The author's ex- 
perience proves the desirability of designing the antenna with dimensions 
not requiring a short wave condenser. 

THE EARTH CONNECTION.— For amateur stations located in 
isolated districts where there are no water mains or steam pipes for 
connection to the earth a satisfactory earth plate can be made from 
250 square feet of galvanized sheet iron or copper laid in moist earth to, 
let us say, a depth of from 5' to 8'. A piece of copper strip 2" in width 
should be firmly riveted and soldered to the plates and led directly to the 
oscillation transformer of the transmitter. Additional contact with 
the moist earth can be made by driving several lengths of galvanized 
iron pipe with a sledge hammer to a depth of 8' or 10' under the copper 
plates. Surface grounds or counterpoises may be employed in localities 
having rocky soil. A good surface ground may be made of several 
copper wires laid on the surface of the earth directly underneath the aerial. 
Galvanized wire netting like that used for fencing is also satisfactory. 

Connection should not be made to the gas mains , as in many cities, the 
pipes from the meter to the house chandeliers have an insulating bushing 
neat the meter which insulates the pipes from the earth. At every 
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station where it is possible to do so, a piece of copper ribbon, let us say 
2" in width, or a piece of heavily insulated No. 2 or No. 4 d.b.r.c. wire, 
should be attached to the water main on the street side of the house 
meter. In many homes and apartment houses it is not possible to do 
this, and, therefore, connection must be made to the steam pipes, to the 
water mains inside the house, or to the steel fram^ of the building if such 
exists. 

In some localities the underwriters require that the earth lead from 
the apparatus be thoroughly insulated down to the point where actual 
connection to the earth capacity is made; under such restrictions special 
insulators should be constructed to hold the conductor away from the 
structure to which it is attached. 

SAFETY GAP FOR THE fflGH POTENTIAL TRANSFORMER.— 

Suppose, for example, that the spark gap is widened out so that the 
transformer voltage cannot jump the gap. Both the transformer and 
the high voltage condenser are subjected to an abnormal potential dif- 
ference, which may puncture the dielectric or break down the insulation 
of the secondary coil. The liability to breakdown under these condi- 
tions is far removed by placing a so-called safety gap in shunt to the 
transformer secondary. 
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Fio. 93. Safety gap for protecting the condenser and the secondary coils of the high voltage transformer 
from nipture. 

Fig. 93 shows the constrdction of a safety gap. Two discharge balls 
J^"" in diameter are mounted on the ends of two brass rods Ji'' in diam- 
eter. A third ball of similar dimensions is centered between the other 
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two and connected to earth. The spacing between A and the center ball, 
and B and the center ball depends upon the potential of the transformer, 
but ordinarily it is not more than J^''. If now the main spark gap is 
widened out abnormally, the condenser discharges from A to C, and 
from B to C, protecting the transformer secondary and the condenser. 
The space between electrodes A and B must, of course, exceed the 
eflfective spacing of the main discharge gap in normal operation or other- 
wise the safety gap will discharge continually. 

PROTECTIVE DEVICES FOR POWER CIRCUITS.— The electro- 
static field around an aerial charged to high voltages is very powerfid. 
It is often of suflBcient strength to induce disastrous potentials in nearby 
circuits which may rupture the insulation of the power meter y the motor 
genercUor. the primary coil of the high voltage transformer or the lighting 
circuits in the building. These induced potential diflferences may be 
neutralized by protective condensers connected as shown in Fig. 94. 




Fio. 94. Protective condenser for the power circuits of a radio-telegraph transmitter. 

Two condensers having -a capacitance of one or two microfarads each 
are connected in series and earthed at the center connection. The re- 
maining terminals are connected through fuses of J^ ampere capacity 
to the leads from the alternating ciu'rent source or across the power leads 
where they come out of the meter. The fuses are necessary in case of an 
accidental short-circuit in one of the condensers. 

A set of these condensers should be conne«ted across any lighting 
leads that suffer from this source. Graphite rods of 1000 ohms each are 
often used for the same purpose. The ends of the rod are connected 
to the power leads and the center of the rod connected to earth. 

THE LIGHTNING SWITCH-— The underwriters' rules in many 
cities require that the aerial of a radio station, when not in use, be con-* 
nected to earth through a 100-ampere single blade switch. Without the 
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proper set of tools the experimenter will hardly be able to construct a 
switch which will meet the requirements. Single pole, double throw 
switches of this current carrying capacity can be purchased at any elec- 
trical store. The switch should have a base of good insulating material 
and, if moimted outside the room, should be placed in a metal or asbestos 
lined box. It is important that the ba^e of the switch possess the very best 
insulMing qualities as otherwise the high voltage currents of the trans- 
mitter will leak to earth. 
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Fxo. 05. Lead-in insulator for transmitting stations. 

LEAD-IN INSULATOR.— This insulator is employed to bring the 
aerial leads through the roof of a building or the side of the house. It 
must be made of the very best insulation so that it will not allow the 
high voltage currents to leak through it. The construction should be 
such that it will be water-tight. The more elaborate insulators used by 
commercial companies are beyond the means of many amateurs and 
therefore the simpler type shown in the drawing, Fig. 95, may be adopted. 
It consists of a hard rubber tube, at least 16" in length with a hole Y^^ 
%oY2 VOL diameter, which is clamped to the roof by means of the wooden 
blocks, BB drawn together by the bolts, EE, The tube should fit 
snugly when the nuts on the bolts are drawn home. A second set of 
bolts is inserted at C and D through which the wooden blocks are drawn 
to the base board. . 

To make the joint watertight, use a strip of caijvas slightly larger 
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than the blocks, with a hole the size of the tube cut in the center. Then 
smear the canvas thoroughly with white lead. Insert the bolts at C 
and D and draw the blocks to the roof. If allowed to dry, a watertight 
joint will result, provided the strain of the lead-ins is removed by ap- 
propriate guys. 

The wire extending through the insulator (or a brass rod if used) 
should be at least the diameter of a No. 6 d.b.r.c. stranded conductor. 
It may be made watertight by filling the surrounding space with melted 
sulphur. A certain quantity of sulphur should be heated in a pan until 
it runs freely; the bottom of the insulator is then stuffed up with a 
quantity of waste and the sulphur poured in from the top until the 
insulator is completely filled. When dry, the sulphur hardens and 
possesses the requisite insulating quahties for high voltage currents. 
A metbl cone A may be fastened to the top of the rubber tube to keep it 
dry in wet weather. 

A very good lead-in insulator may be made by boring a hole in a 
thick pane of glass through which a brass bolt is placed. The strain of 
the lead-in wires must be taken off the bolt by a guy wire attached to the 
lead-ins near the point where they enter the station. 



Fio. 96. Home-made insulator for the antenna wires. This insulator is suitable for transmitting sets. 

HOME-MADE INSULATORS FOR ANTENNA WIRES.— It is the 

usual practice to insulate the antenna wires from the "spreaders" by 
rods of hard rubber, bakelite, etc., fitted with an eye bolt at each end. 
They should be from 12" to 24" in length. 

An inexpensive antenna insulator may be constructed as in Fig. 96. 
A piece of marlin rope about 16" in length, with eyes at both ends made 
by serving the rope around heart-shaped thimbles, is covered with a 
hard rubber tube about 12" long. 

The tube should be large enough to afford a small air space between 
the rope and the wall of the tube. A quantity of melted sulphur is 
poured in the tube until the rope is thoroughly impregnated with it and 
the tube filled to the top. If this is properly done a watertight encase- 
ment will result. The matter of insulation with receiving aerials is not 
so important. Small porcelain knobs inserted at the ends of the antenna 
wires give all the insulation necessary. 

TRANSMITTING KEYS.— The sending key should have contact 
points that will carry 15 to 18 amperes without fusing. Platinum key 
points are preferred but they are costly. Silver contacts are satisfactory 
and are widely used. Platinum contacts ?^6" in diameter will handle 
15 amperes without difficulty. Silver contacts 5^6 " i^ diameter will 
handle the same current. 

The constructional details of a transmitting key suitable for amateur 
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Bets are shown in Fig. 97. The lever and the structure for the lever 
bearings are of brass and the knob of hard rubber. The base is made of 
black fibre. 

EXAMPLES OF 200 METER SETS.— Whether the panel or the 
isolated instrument type of transmitter is the most desirable depends 
upon the service to which the set is to be put. For economy of space 
and for a fixed installation with which no further experimenting is to 
be done, the panel set is to be preferred. The isolated instrument 
type appeals to the amateur who desires to experiment from time to time 
with various circuits and apparatus. The argument that the panel set 
is more efficient than the isolated instrument type carries no weight, for 
by proper design and by observing certain precautions in the installation 
the sets are equally efficient. 

The panel set, in fact, introduces the difficulty of electrostatic in- 
duction from the radio frequency circuits, which may set up high voltages 
in the power circuits and puncture the insulation. Without due pre- 
cautions in this respect the panel set may prove a rather expensive 
experiment. 





Fig. 97. Constructional details of a transmitting key suitable for powers up to 1 kw. 
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In panel sets the leads to the measuring instruments and, in fact, 
those throughout the primary power circuits must be covered with a 
metallic coating grounded In earth. Even the terminals of the meters must 
be covered with mctalhc caps connected to earth. 

Protective condensers should be connected across the leads to the 
rotary gap motor. All power leads should, if possible, be run at right 
angles to conductors carrying radio frequency currents, the more so, if 
high voltages around 20,000 or more are employed. 

There is one distinct advantage to be credited to the panel set; if a 
wave length changing switch is to be employed, it can be fitted to the panel 
set with fewer mechanical difiiculties than to the isolated instrimient type. 

Installation sketches of two sets using isolated instruments are shown 
in Figs. 98 and 99. The complete wiring between the component instru- 
ments is indicated. The set in Fig. 98 has a glass-plate high voUage 
condenser, while Fig. 99 has 4 standard commercial type Leyden jars. 
Open cor^ transformers are shown but closed core types may be used 
as well. 
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Fio. 08. Showing the installation of an isolated instrument \.y^ of radio transmitter suitable for amateur 
work. 

The operating table for the set of Fig. 98 is placed about 32 inches 
from the floor and is approximately 30" in width. It may be from 6 to 8 
feet in length, according to the space available, and is, of course, sup- 
ported at intervals by 2" x 4" uprights. 
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The high potential transformer is placed under the table and to the left 
m the drawing. The secondary terminals of the transformer are insu- 
lated by corrugated hard rubber bushings J5-1, capable of withstanding 
potentials up to 20,000 volts without leakage. The safety gap con- 
nected across the terminals consists of 2 discharge electrodes connected 
to the terminals of the transformer and separated suflBciently to prevent 
discharge when the main gap is in action. 

The condenser rack is insulated from the operating table by corru- 
gated porcelain or electrose legs. For operation at the wave length of 
200 meters, the condenser may consist of 20 plates of glass 14*^ x 14'' 
with an average thickness of J^*'. They are covered with tinfoil 
12''xl2''. There are two 10-plate banks connected in series. Other 
dimensions may of course be used as long as the proper condenser capacity 
is provided. 

The leads extending from the transformer secondary are led up 
through the table through the insulating bushings B-2, and are attached 
to the binding posts BA, which are mounted on hard rubber slabs on 
the edge of the condenser rack. No. 18 d.b.r.c. wire will easily carry 
the secondary current, but a neater job will be done if ^^'^ copper tubing 
is employed, as it is self-supporting when attached to the binding posts, 
B-1. 

The tabs of tinfoil from the condenser plates are attached to the 
binding posts B-4. If the brush discharge is excessive the plates may 
be immersed in a metal or porcelain tank, filled with a good grade of 
insulating oil. However, oil immersed plates often do not prove practi- 
cal, as it is difficult, even with the best grades of glue, to keep the tinfoil 
on the plates when they are oil-immersed, unless they are stacked up and 
boimd together closely with insulating tape. 

The oscillation transformer is supported by the pillars, P-1, and the 
cross rod P-2. The primary is permanently fixed to the rod, but the 
secondary may be slid backward and forward for variation of the coupUng. 

The primary coil has about four turns of ^" copper tubing, with the 
turns spaced % '^ apart. It is from 8 '' to 10 '^ in diameter. The secondary- 
coil contains from 8 to 10 turns, spaced ^" apart, and may be the same 
si^e of tubing. To secure a pure wave according to the U. S. law it is 
usually undesirable to have the secondary coil inside of the primary coil; 
generally there is an air space intervening of from 2'^ to 3". Both the 
primary and secondary turns must be well insulated and, in consequence, 
it is necessary that the supports of each be made up of some good insu- 
lating material, such as a high grade of hard rubber, porcelain, bakelite 
or micarta or any of the well known insulating materials. 

A spark gap G, is placed between the condenser and oscillation trans- 
former and it may take one of several designs. Amateurs are accus- 
tomed to use the non-synchronous gap, which usually consists of a disc 
of insulating material, 6" to 8" in diameter with a series of equally spaced 
discharge electrodes mounted on the shaft of a motor, rotating from 
1800 to 2400 r.p.m. 

The terminals of the gap motor are connected to the top terminals of 
a lO-ampere power switch by means of which it can be started and 
stopped. Various methods can be devised for starting the motor; one 
is to fit the antenna switch with an extra set of contacts so that when 
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it is thrown into transmitting position the circuit to the motor is closed. 
It is much simpler, however, for the beginner to employ the method 
shown in the drawing. 

The antenna switch 5-3, is a single blade, double throw switch, which, 
when thrown to the left, connects one terminal of the secondary winding 
of the sending oscillation transformer to the antenna and, when thrown 
to the rigjit makes contact with a line leading to the primary of the 
receiving tuner. In the center position the blade connects the antenna 
to the earth lead at the point E, making an efficient lightning switch. 
To comply with the underwriters' regulations, this switch must be 
capable of carrying a current of 100 amperes and, to accord with the 
requirements of wireless installations, all contact studs should be spaced 
at least 6" to prevent the direct discharge of antenna potentials over the 
base. It is, of course, evident that the. lever and studs of the switch 
must be mounted on a good insulating material, which in no case should 
he of slate. A good grade of hard rubber, bakelite, or micarta will fulfil 
the requirements. 

A connection is extended from the aerial lead-in wires to the lever of 
the change-over switch through an insulator, which is a hard rubber tube 
with walls ^"^ in thickness, with a J^'' hole. A brass rod threaded at 
both ends and fitted with nuts and connecting lugs, is passed through the 
hole and firmly fastened in place. As an alternative a hole can be 




'Tio. 99. Modified design for an amateur transmitter. 
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drilled through a window pane and a brass rod passed through it, but the 
incoming leads of the aerial must then be well baekstayed to remove the 
strain from the glass. 

The right hand stud of the antenna change-over switch is connected 
to the antenna post of the receiving tuner and the earth connection from 
the latter makes contact at the point EA, to the wire to which the 
transmitting ground lead is attached. With this type of switch in use 
the receiving tuner should be fitted with a shunt switch to protect the 
detector from the local oscillations of the transmitter during the period 
of transmission. 

The transmitting key is mounted immediately to the right of the 
tuner, and is placed far enough from the edge of the table to allow the 
sending operator's elbow to rest on the ledge. 

The hot-wire anuneter should be mounted on an insulating stand made 
of a sheet of hard rubber or other suitable material of the correct dimen- 
sions to support the meter. The base should be insulated from the wall 
by hard rubber legs. It is not necessary for this meter to be mounted 
on an insulating support when connected in series with the earth lead, 
but the Electrical Inspectors Code in many cities requires that this be 
done, regardless of the point at which it is connected. 

A J^ kw. transmitting set of slightly diflferent design is shown in the 
sketch of Fig. 99, which includes a J^ kw. open core transformer, four 
standard copper plated Ley den jars of the type manufactured by the 
Marconi Company (capacity 0.002 mfd. each), an oscillation trans- 
former mounted directly above the condenser, a non-synchronous rotary 
spark gap, an aerial change-over switch and a hot wire aerial anuneter. 
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Fig. 100. Details of the Jar rack for the installation of Fig. 99. 



Note that the condenser jars are mounted in a wooden rack, the base 
of which is covered with a sheet of copper. Small upright posts 1 '^ x 12'' 
support the top piece shown in Fig. 100. The holes to take the jars are 
4^" in diameter. 

Fastened to the top ot the rack is an upright rod of metal, hard 
rubber or of wood, which supports the primary and secondary coils of 
the oscillation transformer. It will be seen that with this arrangement 
of apparatus the connections in the closed circuit are very short. The 
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complete closed oscillation circuit can be traced out in the following 
manner: The four leads from the inside coatings of the four Leyden jars 
are connected to the binding post C, which is mounted on the base of the 
primary winding of the oscillation transformer. The circuit continues 
through the turns of the primary coil, out the top to the terminal E, of 
the rotary spark gap. The circuit then goes through the disc of the 
gap, out the electrode F, and finally to the binding post B, which in turn 
is connected to the copper strip at the base of the jar rack. With the 
apparatus mounted in this way no more than two or three turns of the 
primary winding are required for the wave length of 200 meters. 

The primary winding is made of copper tubing ^" in diameter, spaced 
^"^ from center to center of the turns. This tubing is fastened to hard 
rubber supporting posts by means of brass machine screws, the copper 
tubing and the hard rubber post being drilled accordingly. 

The secondary winding of the oscillation transformer comprises from. 
6 to 12 turns of No. 6 d.b.r.c. wire which are closely wound. The top 
terminal is connected to one binding post of the aerial meter while the 
opposite terminal of the meter is connected to earth. The other terminal 
of the secondary winding leads to point K of the aerial change-over 
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FiQ . 101 . Details of the rotary gap . 
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Fia. 102. Details of the oscillation transformer. 
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Fig. 103. Details of the support for the secondary coil. 
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switch, extend to the contact blade L, and thus on to the aerial. When 
the switch is thrown to the contact point R, the aerial is connected to 
the receiving equipment. 

Drilling and over-all dimensions for the rotary gap disc appear in 
Fig. 101. A motor should be selected that revolves 1800 r.p.m. The 
disc, moimted on the shaft of the motor, should be about 7 in diam- 
eter and should have eight or ten sparking points equally spaced about 
the circimiference. These may be made of machine screws 3^^^ or ^i^" 
in diameter. The sparking points should be placed on a radius S" from 
the center and the stationary electrodes E and F should accordingly be 
separated about 6 ' . With this design 240 sparks per second are obtained . 
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Fko. 104. Panel tmnanitter designed by a U.S. experimenter. The good workmanship indicated in this 
design deserves special attention. 
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Fia. 105. Right hand side elevation of the panel of Fig. 104. 
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Fig. 106. Left hand side elevation of Fig. 104. 
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The top and base for the primary winding of the oscillation trans- 
former are constructed as shown in Fig. 102. Fig. 103 gives the dimen- 
sions of the drum for the secondary coil, which may be of wood. 

The aerial ammeter is mounted on a board immediately behind the 
rotary spark and at such a height that the reading of the scale is directly 
visible. The aerial change-over switch is similar to that shown in Fig. 98. 

A representative panel transmitter designed by A. R. Zahorsky of New 
York City is shown in Figs. 104, 105, and 106. The panel indicates 
first- class workmanship throughout and shows what may be done when 
mechanical as well as electrical details are given careful attention. The 
over-all dimensions are given in Fig. 104. They may have to be altered 
somewhat to suit the instruments and material which the amateur has at 
hand. The sketches, however, suggest other designs that the builder 
may work out at his convenience. 

The panel shown in the accompanying figures, may be made of transite 
asbestos wood from H" to ^'^ thick. This is the best kind of material to 
use, because it is cheaper than slate or marble, is more easily worked and 
is fireproof. However, a neat panel may be built of 1 " oak or pine boards 
and given two coats of floor varnish. The panel is mounted by means of 
wood screws on two, 2'^ x 2" wooden uprights, or on iron brackets braced 
IS*' from the wall. 

For switching from a transmitting to a receiving position two single 
pole double throw high tension knife switches are employed. The 
blades as shown in the side elevations, Figs. 105 and 106, are interlocked 
by means of beU-cranks and levers. They are operated by a lever approxi- 
mately 2' long — T' from the floor. This places it in a convenient 
position for a man sitting in a chair. 

The conductor for the oscillation transformer shown in Fig. 106 should 
be no smaller than No. 4 B&S stranded bare or insulated cable. If none 
is available, the amateur may build up an equivBlent cable by twisting 
together 27, No. 18 B&S bare wires, or 40, No. 20 B&S wires. The 
secondary coil has two turns, the primary 5 turns. The conductor for 
both primary and secondary of the oscillation transformer are wound on 
crosses made of pine boards impregnated with paraffine. Both coils 
are supported so that they may slide back and forth on a square brass 
rod set into the front of the panel. The coils are 10'^ in diameter. 

The condenser in the primary circuits is built up of thirteen 3^*^ 
glass plates 12" square. Half the plates are coated with extra heavy 
tinfoil 9" square applied to both sides. Terminal lugs are placed on the 
case, one on the lower edge^ the other on the side. They are preferably 
made of thin sheet copper In assembling the condenser a plain glass 
plate is placed between two coated plates to vary the capacity. This 
method avoids taking taps from the helix, the more common method. 

The rotary gap is one of the Marconi type of dischargers The disc 
is made from a piece of red fibre 34 '^ thick, 10" in diameter and impreg- 
nated with paraffine. It has eight %" brass studs spaced equally around 
the circumference and fastened by means of a thin nut on each side. 
These nuts are made thin by cutting a ^ " brass nut in two with a hack 
saw. The driving pulley should be about 3" in diameter. The disc 
and pulley are mounted on a piece of %'^ drill-rod 6" long which serveb 
as a shaft. The rotary gap should be driven by a small induction motor 
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and run about 1800 r.p.m. giving 240 discharges per second. The size 
of the pulley on the motor depends upon the motor speed. A leather 
belt serves as a driving medium. 






//rfer/oc> 







Fig. 107. Wiring diagram of the apparatuB in Fig. 104. 

The hotrwire ammeter on the left hand side of the panel should have 
flexible leads with spring clips so that it may be inserted in the aerial 
circuit when required. The other ammeter is placed permanently in 
the 110 volt supply line as shown in the wiring diagram Fig. 107. 

The special features of this transmitter are the short leads in the 
oscillating circuits and the lack of sharp bends or kmks which would 
cause leakage at high voltages. All sharp corners on both conductors 
and insulators should be rounded ofif with a file. The insulators shown 
on the high tension knife switches may be of porcelain, electrose, or 
hard wood baked dry and then boiled in parafEne. High voltage insula 
tion is necessary. 

The diagram Fig. 107 does not show protective condensers. A 
protective unit consists of two one-microtarad condensers connected in 
series. The central wire is connected to earth and the two outside wires 
across the power line close to the meter. A protective spark gap might 
ako be connected across the secondary of the high voltage transformer 

A panel set of less expensive construction has been shown by H. R 
Hick of Connecticut of which the front and side views are given in Fig. 
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108. No. 1, on the front view, is an aerial hot wire ammeter; No. 2 
is a shunt switch for cutting it out of the circuit when not in use. No. 3 
is a control knob which, when pulled in and out, varies the couvJing of 
the oscillation transformer. 

A single blade antenna change-over switch is indicated at No. 4. 
The blade should clear the knob of No. 3. No. 5 and No. 6 are large 
size snap switches; the former closes the power circuit to the tTansforjiji*^?r, 
the latter starts and stops the rotary gap motor. 
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Panel Type Radio Trans/Bitter.. 



Fia. 108. Simple panel set designed by an experimenter 

The driving motor for the rotary gap No. 7 is mounted behind the 
panel with the shaft extending through the panel. The switches No. 8 
vary the capacity of the high voltage condenser which comprises several 
units of the moulded type. The high voltage transformer is indicated 
at No. 10. A variable input is obtained by the multi-point switch 
mounted on the transformer box. 

Outlining the construction of a simple panel transmitter suitable 
for the amateurs financial resources and mechanical ability, C. S. Ballan- 
tine suggested the arrangement of Figs. 109 and 110. A quenched gap 
is employed. The oscillation transformer is one of the helical type 
(shown at A Fig. 110) and immediately above it is an aerial tuning coil B, 
The condenser at the bottom of the panel has two sections of the moulded 
type, the capacitance per section being 0.0017 mfd. 
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The source of high voltage is an induction coil fitted with a magnetic 
interrupter. The plan presented is equally applicable to an a.c. trans- 
former set. 

In Fig. 109, the condenser busbars are indicated at 3. The change- 
over switch and coupling adjustment handle are shown at 4, while 5 
and 6 a/e three-point wave length changing switches; one for the primary- 
turns and the other for the secondary turns. Taps from the two coils 
for three suitable wave lengths are brought to the contact points on the 
switch. 




Fig. 109. Panel transmitter using a spark coil and a small quenched gap 

The notation 7 is a binding post for connection to the aerial lead-in 
wire. A small quenched gap of 4 to 6 plates suitable for spark coils is 
indicated at 2. 

The secondary coil of the oscillation transformer is wound with 
ordinary flexible lamp cord, the equivalent of a No. 14 wire. The 
primary turns are of No. 8 wire. The details of the wave length changing 
switches shown in the side view of Fig. 110 are not very clear, but the 
fundamental idea of construction is treated in the following paragraph, 
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Big. 110. — Showing the position of the wave length changing switch and other instruments in the §e' of 
Fig. 109. 
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Fig. 111. A spark transmitting set compactly mounted. 



Fig. Ill shows a compact spark transmitting set not of the panel 
type, designed by Roger G. Wolcott of Virginia. The cabinet hd^ ft 
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slate front for the power control switches. A pancake oscillation trans- 
former is mounted on the top. The position of the secondary is fixed 
by the set screw F. 

A is a closed core transformer, B a high voltage condenser, and C a 
partition between. - The rotary gap is mounted external to the cabinet. 
It should be placed nearby to keep the leads in the closed oscillation 
circuit at a minimum length. 

WAVE LENGTH SWITCH FOR TRANSMITTERS.— It is a distinct 
advantage to fit a panel transmitter with a wave length changing switch. 
These switches are now commonly used in government and commercial 
wireless telegraph transmitters. 

A mechanical switching arrangement of any type which will change 
the inductance or will instantly change the inductance and capacity of 
the open and closed circuits for several wave lengths, will permit the 
operator to use one of these wave lengths to "feel" his way through 
"jamming" in a way which the ordinary design does not afiford. 

It must be understood that for each wave length not only a new value 
of primary and secondary inductance must be found, but the transformer 
coupling must be changed as well. It might seem at first hand that two 
simple multipoint switches, one in the primary and the other in the 
secondary, would fulfil the requirements, if the taps on the oscillation 
^transformer were correctly located for each wave length. But in addition 
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f la . J V^. Pet^ and circuits of a wave length chani^g switch suitable for the amateur transmitting set, 
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to this the transformer covpling would have to be altered for each wave 
length and this would necessitate an added operation. However, if the 
scheme of switches and connections shown in Fig. 112 is used, the primary 
coil I/-1 and the secondary coil L-2 may remain a fixed distance apart 
for all wave lengths and the coupling changed by varying the number of 
turns in the secondary L-2 and the loading coil L-3. 

No mechanical details are given in Fig. 112. These are left to the 
builder. The object of the sketch is to show the basic principles of a 
wave length changing switch. L-1 and L-2 are spiral coils mounted 
parallel. The primary wave length switch is mounted in front of the 
primary L-1, and the secondary switch immediately behind Z/-2. The 
former has three contact studs while the latter has six. 

From the switch points A B C oi the primary switch, leads are ex- 
tended to the' primary inductance tapped on the coil at whatever points 
will give the desired wave length. The positions for the taps are, of 
course, found by a wave meter. The wave lengths for a 200-meter set 
might, for example, be 150, 175 and 200 meters and with the switching 
arrangement here provided the operator may use any of these at his 
discretion. 

Note that for the 200-meter wave the secondary switch closes the 
circuit between coils L-2 and L-3, at the contact points F and F'; for 
the 175-meter wave at E and £', and for the 150-meter wave at D and 
£>'. The switch points D', E', and F' are connected successively to an 
increasing number of turns in L-2; as are D, J?, and F on I/-3. 

This affords a progressive increase of inductance as the wave length is 
raised although these cannot be said to be the exact relative positions 
of the contact clips on the oscillation transformer for maximum antenna 
current at the several wave lengths when in actual use. This will be 
explained presently. 

The blades of the primary and secondary switches can be attached 
to a rod R controlled by the handle H which may extend through the 
front of the transmitter panel. This rod may pass through the center 
of the supports of the primary and secondary coils. It should be made 
of some good insulating material. The coil I/-1 may be fastened rigidly 
to the panel, but I/-2 should slide on the rod R. It is not necessary to 
provide a control handle to vary the spacing between L-2 and L-1 as 
this may be fixed when the correct position for Z/-2 is found. For 
quenched gaps the spacing is about 2'^, but for rotary gaps it may have 
to be 4'' to 6". 

The contact stiids of the wave length changing switches must be 
mounted on good insulating material. Sheets of dilecto or bakelite 
erected parallel to the coils will be suitable. 

For the 200-meter set operated at the three wave lengths which we 
have already mentioned, the capacity of the condenser C cannot exceed 
0.004 to 0.006 mfd. unless the connections in the spark gap oscillation 
circuit are extremely short. For it can be readily seen that if the capaci- 
tance of the condenser were 0.008 mfd. for example, at the shorter wave, 
(150 meters) substantially no turns could be cut in at the primary. 

In regard to the use of the loading coil L-3 the experimenter should 
know that there are two ways of obtaining some desired degree of coupling 
between L-l and L-2. First y the spacing between L-l and L-2 may be 
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varied until maximum antenna current and a pure wave is secured; or, 
second t Lr-1 and Lr2 may be placed fairly close to one another and the 
coupling varied hy cutting out turns at Lr2 and adding a similar amount 
of inductance ai LrS so as not to change the wave length of the complete 
antenna circuit. 

To summarize, if Ir-l and I/-2 are separated one or two inches and 
the coupling is too close for maximum antenna current cut out turns at 
Z/-2 and add an equivalent number at L-3. If the coupling is too loose, 
add turns at Z/-2, and take out an equivalent number at L-3. 

It is now clear that the use of the loading coil L-3 permits variation 
of the transformer coupling without disturbing the spacing between L-1 
and Z/-2. It is equally clear that the wave length switches must be 
mounted on the panel as near as possible to the radio frequency circuits 
in order that all connections may be of a minimum length. 

The only way to find the correct number of turns to be cut in at Z/-2 
and Z/-3 for each wave length is to try them out, in the meanwhile 
noting the reading of the aerial ammeter for maximum current- The 
primary circuit should be calibrated by a wavemeter. This insures the 
correctness of the wave length of the antenna circuit when it has been 
tuned to the closed circuit. Just how far Z/-2 is to be placed from L-1 
for its final position must also be found by experiment. If the set is 
tuned according to the foregoing instructions the operator need only 
throw the switch in order to change the wave length » The advantages 
of such a switch are obvious. 

BUZZER TRANSMITTING SETS.— The simple vibrating buzzer 
serves many useful purposes around a wireless station. A so-called 
^Hest buzzer^' is a part of every receiving set. 

For many years buzzers have been employed to energize oscillation 
circuits. Small buzzers have been used to transmit over distances of 
several miles. In fact, the author recalls distinctly a buzzer used in 
1904 to transmit radio signals between two stations four miles apart. 
A high power buzzer transmitting set permitting transmission over 100 
miles was developed during the war. Installed in an airplane the signals 
were distinctly readable 25 miles distant, using a simple crystal rectifier 
as a detector. 

Fig. 113 shows the basic idea of the circuits. By giving heed to the 
following details, any experimenter with the necessary tools will be able 
to construct a vibrating spark transmitter that will give satisfactory 
communication up, to let us say, 50 miles. 

The principle feature of Fig. 113 is the buzzer itself, consisting of a 
large open core magnet in front of which is mounted the vibrator spring 
S-1 carrying a silver contact C-1 about 1" in diameter. The stationary 
contact C-2 is of the same material and of the same diameter. The 
spring S-1 should be rather stifif and if it is not an adjusting screw may 
be attached near the bottom to increase its rigidity. It is well to have 
adjustable spacing between the magnet core and the iron armature /. 

For use with a 500- volt d.c. source the magnet should be wound 
with 2800 feet of No. 32 d.s.c. wire on a core about 5J^" long and IJ^'' 
in diameter. The core is made of a bundle of No. 22 iron wires. 

The condenser C should be of ratBer large capacity while L, the prim- 
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Fig. 113. Fundamental circuit and constructional details of a high power buzzer transmitter suitable 
for 20 to 100 miles communication. The source of power is either 110 v. or 500 v. d. c. 



ary of the oscillation transformer need only have a single turn. It is 
claimed that the oscillations in the spark circuit are highly damped, so 
that impact excitation is obtained. It is claimed further that the primary 
and secondary circuits need not be in exact resonance, although better 
results are obtained if they are in resonance. The capacity of C should 
be changed for different wave lengths and the exact value for maximum 
antenna current found by trial. A capacitance of 0.013 mfd. is suitable 
for 200 meters. 

When the vibrator is in operation an audio frequency discharge occurs 
between the electrodes C-1, C-2. Although the pitch of the note is not 
high it is fairly uniform. As the separation between the electrodes C-1 
and C-2 increases (during vibration of the gap) the oscillations in the 
first part of the wave train have undamped characteristics but as the 
separation becomes greater their amplitudes fall off, giving the oscillation 
damped characteristics. The undamped characteristic becomes more 
prominent, at the shorter wave lengths. Successive trains do not fall to 
zero and hence the transmitting range, using receiving detectors suitable 
for damped oscillations, is materially reduced. For maximum signals 
some form of the heterodyne or ^^beaV^ receiver may be used. 
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Increased range may be secured with damped wave detectors by in- 
serting a mechanically operated *^ chopper^' in the antenna circuit of the 
transmitter. This should be constructed to interrupt the antenna 
cmrents about 200 times p)er second. Very good transmitting ranges 
may then be obtained by using crystal rectifiers or any type of oscillation 
detector suitable to damped oscillations. Some form of a commutator 
type of interrupter may be used as a ''chopper." 

When a 500- volt d.c. source is not available, good results may be 
obtained from 110 volts d.c. For operation at the latter voltage, the 
magnet in Fig. 113 is made of a soft iron core 1*^ in diameter, 4}/^'^ long, 
wound with No. 22 d.c.c. wire. The winding space is about 4" long and 
fi" deep making the diameter of the magnet about 2}/^'', The vibrator 
is made of a piece of cold-rolled steel about l*' wide, 5}/^" long, and 
He' thick. The soft iron armature mounted on the spring is about 1' 
in diameter and J^' thick. The silver contacts are Hq*' thick and about 
1 '^ in diameter. 

The most expensive items in the buzzer transmitter are the silver 
contacts, which are sweated on to copper bases. This is a difficult job 
and is best done by a jeweler. The oscillating current in the closed 
circuit is approximately 40 amperes which explains the necessity for the 
large contacts. 

The oscillation transformer secondary may consist of 15 turns of bare 
No. 12 B&S wire wound on a form 12 '^ in diameter. The primary may 
have one or two turns placed inside the secondary. 

The 110-volt set takes about 0.75 ampere d.c. and the 500-volt set 
about 1 ampere. 

This type of transmitter should prove useful for inter-city radio 
communication, though it is also practical for greater distances. The 
75-watt buzzer set wUl give antenna current of about 1 ampere. The 
range is about 20 miles with crystal rectifiers at the receiving station. 
With a chopper in the antenna circuit of a 500- watt buzzer set, to gain 
a more effective modulation of the antenna currents, 200 miles have been 
covered. 
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CHAPTER V 

CONSTRUCTION OF AERIALS AND MASTS 

TYPES OF AERIALS.— The inverted ''V flat top and the *'T*' type 
are the most common of the four principal types of aerials in use to-day. 
The ^'fan^^ and '^nmhrelW^ types are rarely seen at amateur stations. 

Phosphor broQze aerial wire is employed at commercial stations, be- 
cause of its tensile strength, combined with a fair degree of conductivity. 
A single wire usually consists of 7 strands of No, 19 wire or 7 strands of 
No. 21. Hard drawn copper wire or aluminum wire may be used. 
Galvanized iron or steel wire has been employed but the resistance losses 
are rather high. 

For receiving work two wires spaced 4 to 10 feet are sufficient, but for 
transmitting use 4 to 8 wires. The fundamental or natural wave length 
of transmitter aerials obviously must be less than 200 meters for some 
inductance must be inserted at the base to absorb energy from the spark 
gap circuit. As shown in Chapter III, pagies 52 and 54, the flat top portion 
of an inverted ^^L", for operation at 200 meters, cannot exceed 100 feet 
in length; while for a "T** aerial, the length cannot exceed 140 feet. In 
either case the flat top portion with the lengths given, cannot be more 
than 40 feet above the earth. In any case it is better to measure the 
. natural wave length of an aerial with a wave meter. If it is too long, the 
flat top can be cut off until the desired fundamental is obtained; or a 
short wave condenser may be employed to reduce the wave length. But 
this last is not recommended. 

The same applies to the receiving aerial; for efficient reception at 200 
meters its fundamental wave length must be less than 200 meters. Al- 
though very long receiving aerials cannot be used for the reception ot 
.short wave lengths a small 200 meter aerial may be employed to receive 
the longest waves; for because of the amplification obtainable from the 
vacuum tube very weak incoming signals, which would be obtained from 
such small aerials, may be brought up to audibihty. 

Fig. 114 shows the general design of an inverted **U' aerial supported 
between two masts on separate buildings. Fig. 115 shows a ^*T^^ aerial 
with the lead-in wires attached to the center of the flat top'. The wires 
are strung on spruce spreaders 8' or 10' in length. Each wire has one 
insulator 12" to 24" in length at each end of the flat top. The ends of the 
bridle for each spreader are attached to eye-bolts at the ends of the 
spreader, and the middle of the bridle fastened to the lifting halyard 
which runs through a pulley block fastened to the top of the mast. The 
lead-in wires are connected to a lead-in insulator like that described on 
page 131. 

152 
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Fia. 114. An inverted "L" aerial suitable for the amateur station. 




FiQ. 115. A **r" aerial which is generally used where it is more convenient to take the lead-in wires 
off the center of the flat top rather than off the end. 

The lead-in wires should be "bunched**; that is, twisted into a cable. 
There is no advantage in using spreaders longer than 10'. 

PRECAUTIONS. — If the transmitter operates at high voltages the 
flat top should not be erected over power j light or telephone wires ^ as high 
voltage radio frequency currents may induce disastrous potentials in 
such circuits. The flat top should be swung just as far as possible from 
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such electrical circuits. If it is impossible to erect the antenna at a 
considerable distance from local power circuits try and place the antenna 
at right angles to them. 

Only the best grades of insulators should be used in transmitting 
aerials. Insulators made of cheap materials will leak the antenna cur- 
rents in wet weather and thereby destroy the eflSciency of the set. 
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Fig. 116. Self-eupporting triangular tower designed by an amateur experimenter. 
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MAST CONSTRUCTION.— The amateur is accustomed to attach 
his aerials to any high structure available. Often the antenna wires are 
seen stretched between a water tower and a tree, between the gable of a 
barn and the roof of a wireless cabin, or between two high trees. 

In cities the roofs of apartment houses are dotted with flat top aerials, 
supported on gas pipe masts 20' to 30' in height. Any one can easily 
install, single handed, a couple of lengths of gas pipe joined by a coupling 
with a pipe stand fitted to tiie base. The pipe stand is bolted to heavy 
pieces of 4*^ x4'' timber, and further support given to the mast by iron 
wire guys attached to convenient fastenings on the roof. 

The triangular self supporting tower in Fig. 116 is neat in appearance 
and very desirable if there is insufficient room for guy wires. Robert 
Kennedy of New Jersey suggested the design. The essentials of the 
design will be evident at a glance. Three lengths of 1' gas pipe are 
separated at their base by one-fifth their length. They are bound to- 
gether at equi-distant spaces, by an iron strap rigidly attached to each 
pipe as is shown in the detail A . The strap passes part of the way around 
the pipe. A bolt is inserted and screwed up tightly as shown. In order 
to increase the height, a wooden top-ma^t may be fastened to the top. 
This is supported by a piece of heavy wood placed at the first brace from 
the top as is shown in the upper right hand part of the drawing. 

As an alternative, fit a pipe stand to the base of the top-mast and 
fasten it to the wood base by lag bolts. Attach an iron band with an 
eye to take the pulley block to the extreme top, as shown in the illustra- 
tion. 

Allan Lawson shows a 
simple method of support- 
ing an aerial between a 
wooden mast on a building 
and a tree. His designs 
are presented in Figs. 117 
and 118. The mast is sup- 
ported solely by guys and 
this construction is recom- 
mended where it is not per- 
missible to cut holes in the 
roof. 'The mast is built of 
2*^ X 2*^ timber. For a 
height of 30', 6 pieces, 10' 
in length are required. 
The legs are separated 8' 
at the base. They rest on 
1 " boards and are fastened 
to them by cleats. 

Wood cross pieces made 
of one inch board are 
placed at regular intervals 
to brace the structure. 
Further bracing is secured 
by the cross wires which 
may be pulled taut by turn- 
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Fia. 117. Showing the construction of a mast which can be 
erected on the roof of a building without boring holes for 
support of the base. 
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buckles. Two guy wires are fastened to the top and two more at the 
middle. These are then fastened to eye-bolts inserted in the roof. 

Fig. 119 shows the amateur how he may erect a wooden mast with 
the aid of his neighbors, H. E. Lange of Missouri suggested this method. 
The particular mast to which this process of erection was applied was 
54' high apd built up in three sections. The bottom section was made 
of 3" X 3*^ stock, the second section of 3*^ x 2" stock and the top section 




FiQ. 118. Showing the completed mast and antenna. 

2" X 234". Although the sections are bolted together the strain is taken 
off the bolts by cutting away the overlapping part of the lower section 
so that the weight of the section above rests on the section below it. 
Beginning at the bottom, three sets of guys are placed 17, 18, and 19 
feet apart. 
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FiQ. 119. One experimenter's method of erecting a "wireless" mast. 

B shows the halyard for pulling up the mast. It is attached to a 
guy wire and the rope goes through the pulley A. In order to prevent 
side sway the men stationed at D and E hang on to the mast guys. 
While the men at A are pulling on the halyard, the man at C is inserting 
a prop to relieve them between pulls. The men holding the guys at 
D and E must stand back at a distance so that the mast will not topple 
in the opposite direction when it drops into the hole. 
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Fig. 120 shows a 70 foot gas pipe mast of unique construction designed 
by Geo. H. P. Gannon of Massachusetts. The complete specifications 
appear in the sketch. The bottom section is made of 2" gas pipe, suc- 
cessive sections are of lesser diameter until for the top section the diam- 
eter is 5i". The mast is braced by steel telegraph wire and turnbuckles 




Fia. 120. A 70 foot mast constructed of gas pipe. 
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inserted in the guys at the base as shown. The drawing makes clear 
the remainder of the construction. 

Fred Jameson of Kansas erected a 110-foot mast of the type shown 
in Fig. 121. It is built up of discarded steel boiler tubes which may be 
secured from junk yards at small cost. The tubing weighs about 70 lbs. 
per 14-foot section. In Fig. 121, No. 1 is a detail of the sectional joints; 
No. 2, a cut away portion of the topmast; No. 3, a detail of the base, and 
No. 4, the completed mast. Fourteen foot lengths of S}/^" tubing are 
most desirable. The connecting sleeves are made from a discarded piece 
of water pipe 20 feet long, cut into 7 sections. If S}4'^ boiler tubes are 
used the sleeve should be 33^ '^ water pipe, as boiler tubes are measured 
on the outside and water pipe on the inside. 

The guy wires are made of No. 8 or No. 10 galvanized wire. The 
completed mast weighs about 700 lbs. Precautions must be taken 
during the erection. First bolt the two top sections together and then 




r mnaWa 

ond ix^ on the tons 
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Fig. 121. An aerial mast 110 feet in height designed and erected by an ambitious experimenter. Itwm 
made of discarded steel boiler tubes and water pipes. 

pull them up in a perpendicular position by means of a 30-foot gin pole 
erected alongside the base. Then raise the two top sections high enough 
so that the next lower section can be bolted to the bottom and so on. 

The guy wires are attached before the erection and are "payed out" 
through eye-bolts fastened to ''dead men" buried, about 40' from the 
base. A helper must be stationed at each ''dead man" to pay out the 
guy ropes slowly as the mast goes up so that it may be held in a strictly 
vertical position. This is a "ticklish" job and should not be undertaken 
by any one without previous experience in this line of work. Each guy 
wire is insulated from the earth by ordinary porcelain knobs inserted in 
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the guys near the ''dead men." To raise the mast a one-ton hoist is 
necessary. 

Fig. 122 shows another way of raising a mast with a gin pole set along- 
side the hole for the mast. The method is clear from the sketch. All 
guys are attached previous to the erection. To prevent it from snapping 
off, the mast can be strengthened, by the brace F, over which is passed a 
cable fastened to both ends of the mast. 

ANTENNA INSULATORS.— A cheap and simple antenna insulator 
with sufficient insulating qualities for transmitting aerials is shown in 
Fig. 123. It is made up of porcelain cleats, porcelain knobs and iron 
bolts as shown. The drawing shows two parallel cleats of the ordinary 
type separated by two por- 
celain knobs. The aerial 
wires are fastened to the 
bolt on the end, farthest 
from the spreader. All the 
necessary material can be 
purchased at any electrical 
supply store. The drawing 
explains the assembly of the 
insulator and the method of 
attaching the antenna wires. 
If the strain on the wire is 
excessive, on account of a 
lengthy span, the insulators 
may be strengthened by us- 
ing two cleats on each side 
instead of cne. 
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FiQ. 122. Showing the use of a "gin" pole in raising a mast. 
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Fig. 123. Constructional details of a home-made antenna insulator made up of common porcelain cleats' 
and knobs. 
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CHAPTER VI 

RECEIVING TUNERS AND OSCILLATION DETEC- 
TORS—GENERAL THEORY OF OPERATION- 
PREFERRED CIRCUITS— GENERAL DE- 
TAILS OF CONSTRUCTION 



GENERAL CONSIDERATIONS.— There is a certain similarity be- 
tween receiving and transmitting circuits in wireless telegraphy. Take 
for example, an inductively coupled transmitter: The closed circuit 
generates radio frequency currents which are passed on to the open or 
aerial circuit from which a wave motion is propagated. In an in- 
ductively coupled receiving set the antenna or open circuit absorbs a certain 
amount of energy from the passing wave, and passes the resulting cur- 
rents to the closed circuit where they are detected and, in some cases, 
amplified. If at the transmitter an oscillation detector is substituted for 
the spark gap, and the secondary of the high voltage transformer is re- 
placed by a telephone receiver the transmitting radio frequency circuits 
will function as a receiver. With this change of apparatus, the same 
circuit may be used for both purposes. This, however, is not done in 
practice. 

The necessity for resonance between the closed and open circuits of 
the transmitter has already been pointed out. Similarly, if any useful 
results are to be expected, the closed and open circuits of the receiver 
must be tuned to each other and in electrical resonance with the fre- 
quency of the wave motion radiated by the transmitter. The process of 
obtaining resonance is called tuning and in receiving circuits maximum 
signals are obtained only when the receiver circuits are accurately tuned 
to the transmitter. 

The ordinary telephone receiver is used to translate radio frequency 
currents into audible signals. Certain facts about the operation of the 
telephone will be reviewed. Though it might be thought that since the 
telephone receiver will indicate the passage of very feeble currents it 
may be connected in series with the receiving aerial to detect the flow of 
radio frequency currents, the fact remains that the telephone diaphragm 
cannot follow the extremely rapid variations of radio frequency currents 
of the higher frequencies. Even if this were possible no sounds would be 
detected by the ear, since the average ear is unresponsive to vibrations 
above 16,000 per second. The ability of some ears to detect sound vibra- 
tions fails at frequencies considerably below that value — at, say 8,000 
vibrations per second. 

160 
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When a receiving antenna is tuned to a 200-meter transmitter the 
frequency of the antenna currents is 1,500,000 cycles. The lowest fre- 
quency employed for transmission and reception up to date is about 
15,000 cycles; the highest about 3,000,000 cycles. The first value is 
about on the boundary line between an audible and inaudible current. 
Since the ear will not respond to such high frequencies and since the 
average telephone responds best to lower frequencies — between 500 and 
1000 per second — it is necessary to modify the wave form of radio fre- 
quency currents into a form suitable for maximum response in the tele- 
phone receiver. 

One way of making damped oscillations of radio frequency audible 
in the head telephone, is to rectify the currents into d.c. pulses. There 
are several minerals and compounded crystalline substances which have the 
ability to rectify high frequency currents. When used in this way they 
are called oscillation detectors. It cannot be said that they detect any- 
thing for what they really do is convert radio frequency currents into 
uni-directional currents to which the telephone will respond. To obtain 
response in a telephone the amplitudes of the rectified radio frequency 
currents must be modulated at audible frequencies. In spark trans- 
mitters the antenna currents are generated in audio frequency groups 
determined by the number of spark discharges per second. The tele- 
phone is then impulsed once for each spark discharge. 
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/lo. 124. Graphs outlining the phenomena involved in the detection of damped oscillations by rectifiers. 

The curves of Fig. 124 show the phenomena of rectification and 
reception. The upper curve shows three groups of incoming radio fre- 
quency oscillations. The second curve shows the uni-directional cur- 
rents resulting from rectification, and the lower curve shows the tele- 
phone current. The rectified pulses of each group in the second line are, 
of course, radio frequency pulses to which the diaphragm cannot respond. 
The pull on the diaphragm is the result of a sort of an average effect of 
each group of pulses as shown by the lower graphs. 

Then if the amateur^s transmitter has, let us say, a non-synchronous 
gap giving 240 sparks per second, 240 groups of radio frequency currents 
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flow in the antenna circuit of the transmitter; a similar nmnber are in- 
duced in the receiver circuits where they arc rectified and the diaphragm 
of the telephone will be impulsed 240 times per second. The listener 
will hear in the telephone a note of the same pitch that he would hear 
were he standing beside the transmitting spark. 




Fig. 125. Fundamental wiring diagram of the inductively coupled receiving set, often called the 'two 
circuit*' receiver. The diagram shows the circuits of a busser tester for pre*adju8tment of the oecilla 
tion detector. 

THE INDUCTIVELY COUPLED RECEIVER.— We must next con- 
sider the fundamental circuits of an inductively coupled receiver utilizing 
a stmplt rectifier as an oscillation detector. The fundamental diagram 
is shown m Fig 125. L-1 is the aerial tuning inductance, L-2 the prim- 
ary coil of the tuning transformer, C-1 the short wave condenser, A the 
antenna which is connected to earth at the lower end. These are the 
elements of the open circuit. 

The closed circuit comprises the secondary of the tuning transformer 
L-3 and the shunt variable condenser C-2. Z) is a carborundum rectifier 
and C'S a telephone condenser. B is a battery of 2 to 4 volts, P-2 is a 
400 ohm potentiometer, and P-1 are head telephones of 2000 ohms re- 
sistance. 

The tuning elements for establishing resonance with the transmitter 
are L-1, L-2, Z/-3, C-1, C-2 The circuit of Fig. 125 operates practically 
as follows: If the distant transmitter radiates at 200 meters the 
frequency of the radiitted wave motion is 1,500,000 cycles per second. 
As the antenna A is in the path of the wave it is acted upon by the static 
and the magnetic components of the electric wave which tend to induce 
in the antenna system oscillations of the frequency radiated by tb*^ 
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transmitter. It is hardly possible that the antenna circuit of the re- 
ceiving S3rstem will have the correct values of inductance and capacitance 
for resonance with the radiated wave; therefore, resonance must be estab- 
lished by the tuning elements shown in the diagram. 

We have seen in connection with the transmitter that the tuning of a 
radio frequency circuit to a given impressed frequency resolves itself 
into the problem of making the inductance reactance and capacitance 
reactance equal to a particular frequency. And that is just what the 
operator at the receiving station does in order to establish resonance 
with the transmitter. By varying L-1, L-2, or C-1, he makes the total 
inductance reactance of the antenna equal to the total capacitance 
reactance for a particular frequency, say of 1,500,000 cycles. This has 
been accomplished when maximum signals are obtained in the head 
telephone. 

Assume now that the antenna circuit is in resonance with the trans- 
mitter; the antenna current has reached a maximum, and it now remains 
to be "detected." The coil Z/-3, the secondary, is brought into inductive 
relation with the primary L-2, and consequently an e.m.f. of radio fre- 
quency is impressed across Z/-3. By varying the capacitance of C-2, a 
value can be found that will just neutralize the inductive reactance of 
L-3, and the current in the closed circuit will reach a maximum. In 
other words both the closed and open circuits are in resonance with the 
transmitter. 

Referring now to the detector and associated apparatus, note that the 
current from a local battery B flows through the rectifier D, through the 
secondary I/-3, through the telephones P-1, through the contact on the 
potentiometer P-2 back to the negative side of the battery. The object 
of the battery is to increase the efficiency of the detector. The detector 
is a much better conductor of electricity flowing in one direction than in 
the opposite direction. Assume then that the current from battery B 
flows through the crystal in the direction in which it is the better con- 
ductor and the detector is subjected to potential differences at radio 
frequencies. Due to a peculiar property of the carborundum rectifier it 
can be demonstrated that when the e.m.f. due to the incoming signal is 
in the same direction as the battery e.m.f. there will be a large increase of 
current in the circuit which includes the head telephone. When the 
e.m.f. of the incoming signal (for the next half oscillation) opposes the 
battery e.m.f., there will be a small decrease in the normal current 
through the head telephone. Since the current increases to a greater 
degree than it decreases, the preponderance of current, during a group of 
incoming oscillations, flows in one direction. This in effect amounts to a 
direct current to which the head telephone readily responds. 

Each spark at the transmitter induces a group of radio frequency cur- 
rents in the receiver; and each group, according to the actions outlined 
above, sends a uni-directional current through the telephone. Hence 
if the transmitter produces 240 sparks per second, the diaphragm in the 
telephone will be pulled 240 times. 

The aerial tuning inductance I/-1, in Fig. 125 is required only when 
very long waves are to be received on short aerials. For wave lengths 
up to two or three times the fundamental of the receiving aerial the 
necessary antenna inductance may be included in the primary Zf-2, 
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The short wave condenser C-1 is used to establish resonance with wave 
lengths below the fundamental wave length of the antenna. The varia- 
tion of this condenser necessarily gives a small range of wave lengths, 
for it is not possible to reduce the fundamental wave length of antenna 
by quite one-half with a series condenser. As an illustration if the 
fundamental wave length of an aerial is 600 meters about the lowest 
wave length that can be obtained for practical working is about 350 
meters. 

On the other hand an antenna may be loaded by inductance to many 
times its natural wave length. An aerial whose fundamental is 300 
meters may be loaded to 20,000 meters and will give good signals from 
high power stations if a multi-stage vacuum tube detector set is 
employed. 

THE USE OF A BUZZER TESTER.— The adjustment of an oscilla- 
tion detector of the '^contact'* type depends largely on skill gained 
through practice. As shown in the following designs these crystals are 
usually mounted in a container which is one terminal of the detector. 
The opposite terminal is a sharp pointed contact which presses against 
the crystal and is designed so that contact can be effected with practically 
any spot on the surface of the crystal. 

The spot on the crystal which gives the loudest signals in the head 
telephone from a given transmitter is called the ''most sensitive*' point 
of contact. This may be found by trial while receiving from a distant 
station; but the operation is facilitated by a *^test buzzer'^ the circuits for 
which are shown in Fig. 125. 

A common electric buzzer B-l, energized by a battery £-2, includes 
in its circuit a push button K and a coil L-4. The latter is placed in 
inductive relation to the antenna coil L-5. Each coil consists of a few 
turns of bell wire wound on a spool 2" in diameter. 

When the buzzer is active an e.m.f . of audio frequency is impressed 
across L-5, setting the antenna circuit into oscillation at whatever fre- 
quency it happens to be adjusted to. By coupling L-3 closely with L-2 
radio frequency currents are impressed upon the detector D. The opera- 
tor then varies the position of the point on the crystal, trying varying 
pressures on the contact point and simultaneously adjusting the position 
of the contact on the potentiometer P-2, until the loudest possible sig- 
nals are obtained in the telephone from the buzzer. Care must be 
exercised to send the battery current through the crystal in the right 
direction. The proper polarity is readily determined by experiment. 

TUNING THE RECEIVER.— If the receiver has been calibrated by a 
wavemeter it is an easy matter to tune a receiving set to any transmitter. 
If a table of wave lengths is not provided the distant station must be 
''found'' on the tuning box by trial. The closed circuit can be calibrated 
in the factory but since the primary coil will be used with aerials of 
different values of inductance and capacitance the antenna circuit can- 
not be calibrated until the set is installed. 

If the set is calibrated by a wavemeter a table of wave lengths cor- 
responding to the dials on all the tuning appliances can be prepared to 
which the operator may refer from time to time. 
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If a receiving tuner is not pre-calibrated resonance with a distant 
transmitter may be established by taking progressively the following 
steps. Referring to Fig. 125: 

(1) Set condenser C-2 at zero. 

(2) Set coU L-1 (if used) at zero. 

(3) Close the switch ^-3 around the short wave condenser. 

(4) Couple the coil L-3 closely to L-2 using half of the turns of LS, 

(5) Set the buzzer in operation by closing the push button K. 

(6) Adjust the presstire of the contact point on the detector and vary the position 
of the slider on the potentiometer until loud signals are obtained. 

(7) If it is definitely known that the transmitter is in operation vary the inductance 
of L-2 until signals are heard. 

(8) Then reduce the inductance of L-S, add a little capacity at C-2| and try various 
couplings between L-2 and L-3 for louder signals. 

(9) If the signals are weak move the potentiometer slider to ascertain if still better 
signals can be obtained. 

(10) If the fundamental wave length of the receiving aerial exceeds the wave length 
of the transmitter, cut in the short wave condenser C-1. Vary its capacitance 
until the desired station is heard. 

(11) If the wave length of the distant transmitter exceeds the fundamental wave 
length of the receiving antenna with all the turns of coil L-2 cut in, add turns 
at L-1 until the desired signal is heard. 

To reduce interference proceed as follows: 

(1) Redu pe the coupling of the tuning transformer by drawing L-3 away from L-2. 

(2) Then increase the capacity of C-2. 

(3) If the interfering signal still remains cut condenser C-1 in the circuit) and add 
turns at L-2 or L-1 to maintain resonance. 

If the interfering signal cannot be eliminated in this way it indicates that: 

(1) the interfering signal is a highly damped wave or, 

(2) that the interfering station operates on the same wave length as the station it is 
desired to receive. 

Crystal rectifiers will not hold a '^sensitive'* adjustment indefinitely, 
hence frequent use of the test buzzer is necessary to maintain communica- 
tion. 

OTHER METHODS OF COUPLING.— While the inductively 
coupled tuner is generally preferred in radio work there are other methods 
of coupling the detector to the antenna circuit. 

Fig. 126 shows the plain aerial connection. The detector D is con- 
nected directly in series with the antenna circuit. This is an ineflScient 
method for the resistance of the detector introduces losses of energy and 
prevents the estabUshment of sharp resonance with the transmitter. 

Eledrosta ic or capadtive coupling between the closed and open cir- 
cuits is shown in Fig. 127. Coils P and S are coupled through the 
variable condensers C-1 and C-2. Variation of their capacity is said to 
vary the transfer of energy from P and S. Condensers C-1 and C-2 
are operated simultaneously from a single control handle. They may 
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Fio. 126. "Plain aerial" receiving system — perhaps the simplest detection circuit that is operative. 
Fio. 127. Two circuit receiver with "electrostatic" coupling used extensively by the U. S. Navy. 
Fio. 128. Receiving circuits utilizing direct or conductive coupling. An auto-transformer is used as the 
coupling element. 

be of fixed capacitance for a limited range of wave lengths. In fact one 
of the condensers is sometimes eliminated and the other used to vary the 
coupling. The chief advantage of this circuit is that it permits a more 
rapid change of coupling than the usual tuner mechanism where the 
secondary is drawn in and out the primary. 

Direct or conductive coupling is shown in Fig. 128. A single coil is 
used as an auto-transformer. Tap A varies the antenna wave length, 
while taps B and C vary the frequency of the detector circuit and permit 
the coupling between the antenna and detector circuits to be varied. For 
instance if the turns between taps B and C are cut in at a distance from 
those between A and S, loose couplings are secured just as in the in- 
ductively coupled receiver. Just as good signals will be obtained with 
this method of coupling as with the inductive coupling, but obviously, 
it is less difficult to change the coupling of the inductively coupled set 
than the conductively coupled set. 

The beginner is advised to practice with the circuit of Fig. 128. 

RECTIFIERS OF RADIO FREQUENCY CURRENTS.— There are 

many minerals and compounded elements which will rectify radio fre- 
quency currents. Crystals of galena, silicon, iron ^pyrites and carbor- 
undum are most common. 

Zincite in contact with bornite is a good combination and molybdenite 
is often used while many recommend a piece of graphite in contact with 
galena. Carborundum is generally preferred. These crystals are rugged 
and tend to hold their adjustment over long periods. They are suffi- 
ciently sensitive for several hundred miles working in commercial practice. 

It is well to remember that carborundum is not a native mineral, but 
a product of the electric furnace. It is a combination ot sand, salt, 
sawdust and coke. The finished crystal is known to chemists as carbide 
of silicon. Galena (lead sulphite Pb S), iron P5rrite (Fe S2), bornite 
(3 Cu2 Fe2 S3) and molybdenite (Mo S) are natural sulphides. Zincite 
(Zn O) is a natural oxide. 
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The majority of these crystalline elements differ from carborundum 
in that the opposing contact must bear on the crystal with very light 
pressure. Hence we have the familiar "cat whisker" detector. With 
carborundum, on the other hand, it is possible to apply very heavy 
pressure. 

Some crystals of silicon, when ground down to a polished surface on 
an emery wheel, will withstand a fairly heavy pressure at the opposing 
contact and remain sensitive to incoming signals. Generally, however, 
this does not hold true, particularly in the case of galena which on 
account of the lightness of contact is difficult to adjust to a sensitive 
condition and to maintain in a sensitive condition for an indefinite period. 

Suitable holders or "detector stands" for various crystals will 
presently be described. 

CHARACTERISTIC CURVE OF THE CARBORUNDUM CRYSTAL. 

— It is interesting to study the phenomena exhibited by carborundum 
crystals under various d.c. e.m.f/s. The characteristic curve shows 
that the resistance of the crystal changes with the current flowing through 
it; i.e., a circuit with such a crystal in eries, does not obey Ohm's law. 
This can be demonstrated by the experiment outUned in Fig. 129. 
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Fio. 129. Circuit and apparatus for obtaining the characteristic curves of crystal i^ctifiere. The data 
is obtained by noting the readings of the microammeter at several voltages. 

A battery B of 4 to 6 volts is shunted by a 400-ohm potentiometer P. 
D is a carborundiun crystal in the circuit of which is connected a low 
reading voltmeter and a microammeter. The impressed e.m.f . is varied 
progressively from 1, to say, 4 volts, and the readings of the micro- 
ammeter noted at successive steps. When the data obtained in this 
way are plotted in the form of a curve they may have the appearance of 
Fig. 130. It is seen that as the voltage is increased from 1 to 2.5 volts, 
the current rises slowly, but for potentials in excess of that value, the 
current rises rapidly, showing that the resistance of the crystal has 
dropped rather suddenly. The bend in the curve is approximately where 
the change takes place and it is here that the crystal usually functions 
best as an oscillation detector. 

Referring now to Fig. 125, assume that contact on P-2 is adjusted to 
correspond to the lower bend on the curve*: Assume further, that the 
e.m.f. of radio frequency impressed by the incoming signal has a potential 
of 0.5 volt. If the steady e.m.f. is 2.5, the potential across the crystal 



*The large values of current indicated by these curves were purposely selected to make the phe- 
nomena more appreciable. 
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will vary from (2.5+0.5) =3 to (2.5—0.5) =2. The current through the 
telephone will change from the normal of 25 microamperes to 150 micro- 
amperes when the potential difference is 3 volts, and will drop to 20 
microamperes when the potential difference is 2 volts. 




Fig. 130. A characteristic curve of the carborundum rectifier indicating its non-uniform conductivity. 
FiQ. 131. Showing the unilateral currents produced by the carborundum rectifier and local battery 

during the reception of radio frequency oscillations. 
FiQ. 132. Graphs of the resulting telephone currents in radio reception. 

It is easily seen that the preponderance of current is in one direction 
so that a group of oscillations sends through the telephone what amount 
to rectified currents. The resulting uni-directional currents in the tele- 
phone are shown graphically in Fig. 131. Successive maxima decrease 
in amplitude according to the damping of the incoming signal. The 
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telephone responds to an average of the maxima 1,2,3,4. The resulting 
telephone currents for two groups of incoming oscillations are shown in 
Fig. 132. 

The student with the proper instruments may plot for himself charac* 
teristic curves of various carborundum specimens. Obviously the 
crystal with the steepest curve, will give the best response. The bend in 
the curve of Fig. 130 has purposely been magnified to illustrate more 
effectively the rapid drop of resistance at that point. 

While the foregoing curve explains the action of a carborundum crystal 
when functioning as a detector of radio frequency currents, it perhaps 
does not explain the facts fully enough. 

TUNER DESIGN. — The dimensions of a receiving tuner to cover a 
definite range of wave lengths is a matter of first importance. Putting 
too many turns on the primary and secondary coils for the shorter waves 
is an error made by some experimenters. The unused turns of a coil 
introduce *^endturn losses y^^ which tend to decrease the efficiency of a set. 
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Fig. 133. Diagram showing the circuits of radio frequency in an inductively coupled receiving system. 
The dimensions of the tuning elements for any range ^f wave lengths may be calculated by simple 
formulae. 

Assume for example that the aerial A of Fig. 133 is made of four 
wires spaced 2', the flat top being 80' long and 40' high. From the table 
Fig. 20, its inductance Lq = 41,110 centimeters, and capacitance Co 
= 0.000324 mfd. The fundamental wave length is approximately 150 
meters. We now wish to calculate the inductance of LA to raise the 
wave length to 200 meters. We also want the inductance of L-2 and the 
capacity of C-2 to give the closed circuit a frequency equivalent to the 
wave length of 200 meters. 
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When very large values of inductance are inserted at L-1, sufficient, 
let us say, to increase the wave length many times the fundamental wave 
length, there is no great error in using the wave length formula for 
lumped circuits, viz.: [_ ^ Cv^^.^^ 

X=59.6 VlC ' * * 

Here L may represent the inductance of coil L-1 in Fig. 133, the dis- 
tributed inductance of the antenna being ignored. C is the capacity of 
the antenna in microfarads. Some experimenters let L represent the 
sum of the distributed and the concentrated inductance of the antenna 
circuit. 

When small amounts of localized inductance are required, as called 
for in the problem under consideration, formula (30) is more accurate 
for it takes into account the inductance of the antenna. 

X=59.6V(Li + La)Cfl i a 

Where (" ^ 

La ="5^= low frequency inductance of the antenna, 
o 

Li = inductance of the loading coil at the base. 
Ca= low frequency capacity of the antenna system. 

If, then it is desired to determine the value of L-1 for any given wave 
length we may transpose (30) 



f . 



3652 Ca 



which is formula (39) on page 49. 

Substituting the values given in connection with Fig. 133: 



'-■ -sbsSbsi -"'^ -»'^ "■"■ 



(^4-.llJi-»..3.™e) 



In other words it requires but 20 microheruries to raise the wave length 
of the antenna in Fig. 133 to x = 200 meters. 

Before we can determine the magnitude of L-2 in Fig. 138 some value 
must be assigned to the condenser C-2. Because of the short wave length 
and high frequency of the circuit C-2 can be dispensed with, as the dis- 
tributed capacitance of the coil, i.e., the capacitance between turns, is 
sufficient to establish resonance. Such a circuit will function par- 
ticularly well when a vacuum tube detector is used as it will provide a 
maximum potential difference across the input terminals of the detector. 
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However a small variable condenser across the secondary is of some 
advantage in eliminating interference. Hence in this problem we will 
assign to C-2, a maximum value of 0.0001 mfd. and calculate the value 
of L-2 for 200 meters. This is a circuit with lumped values, therefore 



X=59.6 VTC (formula (23) page 40) 



and 



x« 



3552 C 



(formula (33) page 45) 



L 
C 






Hence 



200« 



L«-—^-—-— =112,612 cms. = 112.6 microhenries. 




Fio . 133a. DeForest variable air condenser suitable for timing purposes in receiving apparatus. 



CALCULATION OF INDUCTANCE.— We now desu-e the dimensions 
of a primary and secondary coil to have inductance of 21.1 and 112.6 
microhenries respectively. 

Nagaoka's formula (40) on page 54 is applicable. It is here repeated. 



L=4x2 



L= inductance in cms. 
a = mean radius of the coil in cms. 
6= equivalent length of coil in cms. 
n= total number of turns 

X =a factor varying as -r- 
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As shown on pages 62 and 63, this formula may be transposed to give 
the value of n if the length of the coil and its diameter are first decided 
upon. (Note formula (42) page 62). But since tuning coils are wound 
closely, the problem may work out so that the pitch of the winding is 
loss, or perhaps greater, than the overall diameter of the wire. A series 
of tedious trial computations would be necessary to effect a close winding. 

It is about as practical for the amateur experimenter to assume a 
coil of a certain mean diameter, of a certain length and a definite number 
of turns, and then to make trial computations with formula (40) and see 
how near the result comes to the desired value.* 

After working out a few problems of this kind, the designer will be 
able to approximate the dimensions of a coil for a given wave length. If 
the coil is too long it can be reduced to the desired number of turns. 

The possible wave length range may be checked up accurately by a 
wavemeter as explained in chapter XI. 

In the particular problem under consideration, we will make the 
primary coil L-1 3^*' in diameter. The secondary L-2 will be 3" in 
diameter wound with No. 30 d.s.c. The primary will be wound with 
12 turns of No. 26 d.s.c. The following data obtains: 

From the table Fig. 37, the diameter of No. 26 d.s.c. =0.022". 
Hence, length of the coil =0.022 X 12 = 0.264" X 2.54 =0.6705 cms. 

= 1.75X2.54=4.445 cms. 
6=0.6705 cms. 
2a =8.89 cms. 

y=o:6705 = ^^-^ 

From the curve Fig. 27, K = 0.186 (approx.) . 

Hence, 

L=39.47X ^^5705^ X0.167=27,970 cms. 

From the above trial computation we see that less than 12 turns of 
No. 28 d.s.c. are required to raise the fundamental wave length of the 
antenna in Fig. 133 to 200 meters. It is well to have a few extra turns 
in order to locate the exact point of resonance. The correction term of 
formula (41) page 67 has not been applied to the problem above. The 
method outlined in connection with the transmitter problem may be 
followed if this correction factor is to be applied. The results obtained 
by formula (40) are sufficiently accurate for amateur working. 

We must next determine a secondary coil to have inductance of 112.6 
microhenries. We will pl£|,ce 30 turns of No. 30 d.s.c. wire on a tube 3" 
in diameter. 

From the table Fig. 37, the diameter of No. 30 d.s.c. =0.015". Hence, 
length of the coil = 30X0.015 = 0.45"X2.54=1.14 cms. 



*A fairly rapid method of calculating the dimensions of a coil for a given inductance is described on 
s 286-292 in "Radio Instruments and Measurements." 



pages 286-292 in "Radio Instruments an< 
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Hence 

a =3.81 cms. 

6 = 1.14 cms. 

2a =7.62 cms. 

2a 7.62 ^^ 

From the curve, Fig. 27, ii: = 0.2685 

Hence, 

L=39.47X-^^^^221x0.2685 = 121,401 cms. = 121 microhemies. 

While this exceeds the value desired — 112.6 microhenries; a few extra 
turns are desirable. 

The experimenter will now observe that a tuning transformer for 
operation at 200 meters has very small coils. In fact, the primary and 
secondary windings are less than Y^ in length in the problem just pre- 
sented. The experimenter who uses tuning coils 5 '^ to 6'^ in length for 
reception at the wave length of 200 meters, should contrast his tuner 
with the one just designed. 

The question whether all of the antenna inductance should be in- 
cluded in the transformer primary is mainly a mechanical one. For 
very long wave lengths the transformer coils become unwieldy if made 
of single layer windings. If all the turns are in the primary an ^nd-turn 
switch should be provided to cut off the unused turns. 

It is also more feasible for long wave lengths to use a secondary load- 
ing coil mounted separate from the transformer secondary. 

RECEIVING TUNERS FOR VARIOUS WAVE LENGTHS.— The 

table in Fig. 134 has been prepared to aid the busy experimenter in find- 
ing the dimensions of tuning coils suitable for definite ranges of wave 
lengths. The data in this of most interest to the amateur are the dimen- 
sions of the secondary coils and the possible wave length with a definite 
capacity in shunt. 

It is difficult to give the dimensions for the primary coils unless the 
inductance and capacitance of the antenna with which they are to be 
used are definitely known. The table gives the wave lengths of 'primary 
circuits, with coils of different dimensions connected in series with 
antennae of 0.0004 mfd. and of 0.001 mfd. capacitance. The capacitance 
first mentioned is an average value for the amateur's aerial. The value 
of 0.001 mfd. is a fair average for large aerials, like those aboard ship or 
at land stations where the flat top varies in length from 200' to 400'. In 
the computations for the table of Fig. 134, the distributed inductance of 
the aerial was ignored, and the wave length formula for lumped circuits 
u^edy i.e., the antenna was treated as a simple closed circuit. 

The wave length of the secondary has been computed for two capaci- 
ties in shunt, one of 0.0001 mfd. and the other, 0.0005 mfd. With 
vacuum tube detectors it is rarely permissible for maximum signals to 
use more than 0.0005 mfd. in shunt to the secondary. In fact better 
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signals are generally obtained with smaller capacities. With crystal 
detectors, secondary capacities up to 0.002 mfd. may be used. 

The thirteenth and fourteenth columns of Fig. 134 show the possible 
wave length range of the secondary coils at two capacities which really 
represent the lower value and the upper value of a shunt secondary 
condenser of about 0.0005 mfd. maximum capacitance. It is assumed, 
of course, that for ranges of wave lengths shorter than those obtainable 
with the maximum number of turns, the primary and secondary coils 
will be tapped at intervals. 

The secondary coils may be conveniently tapped every half -inch while 
the primary should be fitted with a '^units*^ and '^tens^^ switch described 
in a paragraph following. 

Design No. 3 in Fig. 134 is suitable for the 2500 meter time signals 
from Arlington. It will be noted from the data that the primary is S'^ 
in diameter, 4" long, wound with 152 turns of No. 24 d.s.c. ^ An antenna 
loading coil, of exactly the same dimensions, is connected in series with 
the antenna circuit. The secondary coil is 4 '^ in diameter, 8*^ long, 
and wound with 424 turns of No. 28 d.s.c. With the average amateur's 
antenna (0.0004 mfd.) the primary coils will raise the wave length to 
2500 meters, and with larger antennae to 4000 meters. With 0.0005 mfd. 
in shunt, the secondary will respond up to 3600 meters and at some 
lesser capacity to 2500 meters. 

Design No. 6 in Fig. 134 is also suitable for the reception of the 
time signals. Design No. 1 is suitable for wave lengths between 600 and 
1600 meters, although, as the data shows, longer wave lengths can be 
tuned in. In design No. 6, observe that both primary and secondary 
loading coils are employed. With primary inductances of the dimen- 
sions given, the primary circuit will respond to 14,000 meters with an 
antenna of 0.001 mfd. Should the amateur wish to tune to a wave 
length in excess of 14,000 meters, he may place a small variable condenser 
in shunt to the primary inductance, or across both the primary in- 
ductance and the loading coil. 

Design No. 7 is particularly applicable to the reception of 600 meter 
waves, although, as the table shows, longer wave lengths can be tuned in 
with a coil of those dimensions. 

LORENZ INDUCTANCE FORMULA.— The inductance of the coils 
in Fig. 134 was calculated by Lorenz's formula, but the Nagaoka formula 
(40) page 54 may be used. A correction term should be applied to the 
Lorenz formula, but it was not used in the data obtained in the table of 
Fig. 134. The correction formula (41) page 57 originally given in con- 
nection with the Nagaoka formula is correct for the Lorenz formula. 

Lorenz's formula for the calculation of inductance is as follows: 

L=an^ K (57) 

Where 

L= inductance in cms. 

a » mean radius of coils in cms. 

n == total number of turns 

K = a factor varying as -r-, 
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where b is the length of the coil. Values of K for -j- appear in Fig. 135. 

To illustrate the use of Lorenz^s formula, assume that we have a 
tuning coil 5" mean diameter, 4" long, wound with 152 turns of No. 24 
d.s.c. wire. What is the inductance? 

Remembering that 



l'' = 2.54 cm§. 



Then, 



a =6.35 cms. .' 

n = 152 

2^4=1.25 
o 4 

and from the table. Fig. 135, 

K = 15.7 
Hence, 

L =6.35X1522X15.7 =2,303,347 cms. 

We may then calculate the wave length of the primary circuit with an 
atrial of 0.0004 mfd. 

TABLE XIII 



2a 


K 


b 




.2 


3.63240 


.3 


5.23368 


.4 


6.71017 


.5 


8.07470 


6 


9.33892 


.7 


10.51349 


.8 


11.60790 


.9 


12.63059 


1.0 


13,58892 


1.2 


15.33799 


1.4 


16.89840 


1.6 


18.30354 


1.8 


19.57938 


2.0 


20.74361 


2.2 


21.82049 


2.4 


22.81496 


2.6 


23.74013 


2.8 


24.60482 


3.0 


25.41613 


3.2 


26.18009 


3.4 


26.90177 


3.6 


27.58548 


3.8 


28.23494 


4.0 


28.85335 



FiQ. 135. Values of K in Lorenz*s inductance formula for the ratio -^ . 

o 

We will use the formula for lumped circuits and ignore the distributed 
inductance of the antenna. 



X=59.6 
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Then 

X=S9.6X V2 ,303 ,347 XO.0004 = 1800 meters (approx.) 

For a capacity of 0.001 mfd., 

X =59.6X V2,303 ,347X0.001 =2850 meters (approx.) 

The wave length of the closed circuit may be computed in the same way. 

When he learns to use the above formulae, the amateur may first 
measure the inductance and capacitance of an antenna by the process 
described on pages 297 to 299, and afterward determine the amount of in- 
ductance required in the primary and secondary circuits to obtain any 
desired wave length. The problems of finding the correct dimensions 
for the primary inductance of the tuning transformer, and the propor- 
tion of turns assigned to the primary and to the loading coil resolve 
themselves for solution simply to matters of space and convenience. 
Ordinarily the primary coil is made about the same length as the second- 
ary coil, although this is not absolutely necessary. 

The same remarks apply to the secondary circuit. A secondary tun- 
ing coil more than 10" or 14" in length becomes unwieldy and if one of 
such dimensions does not possess sufficient inductance to give a desired 
wave length, a loading coil must be included in the circuit. 

Here is a good design for a receiving set to operate at wave lengths 
from 4,000 to 18,000 meters. First construct a coupler of the correct 
dimensions for response up to 3,000 meters. Then, construct primary 
and secondary loading coils, fitted with multi-point switches and ap- 
propriate cut-off switches, of the proper dimensions to permit whatever 
upper wave length is desired. 

Although it is possible to design a single receiving set that will respond 
to all wave lengths from 200 to 20,000 meters, such a design necessitates 
the use of end turn switches for cutting off the unused turns from the 
circuit (as otherwise appreciable losses will occur) and therefore compli- 
cates the construction. 

The author prefers two sets, one for the range of the shorter waves 
and the other for the longer waves. The first set should respond to 
waves between 200 and 3,000 meters and the second should respond to 
waves between 4,000 and 18,000 meters. The first set covers the wave 
lengths of all spark stations from the 200-meter amateur transmitter to 
the 2,500-meter time signals from Arlington. The second set covers all 
wave lengths from undamped wave high power stations, using arc trans- 
mitters, high frequency alternators, etc. 

CAPACITANCE OF A VARIABLE CONDENSER.— The following 
formula applies for a variable condenser of semi-circular plates. 



<;^O.imK-^^!=^^f^=^ (58) 
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Where 

ns total number of parallel plates 
ri= outside radius of plates 
r2 = inner radius of plates 
r= thickness of dielectric 
£s dielectric constant 
Cb capacitance in microfarads for the position of maximum capacitance. 

The capacity of such a condenser for other positions is proportional 
to the angle through which the plates are rotated. 



,5UDER 



^PRlIiAARY 



SECONDARY 



SWITCH 




Fio. 136. Design of a simple inductively coupled receiving transformer. 

COUPLING. — It makes no difference whether the primary slides 
into the secondary or vice versa. Ordinarily the primary is set in a 
stationary position and is given a larger diameter than the secondary. 
The secondary coil is mounted on rods extending through its center which 
are supported by uprights on the base of the coupler. The rods rest on 
bushings mounted in the ends of the coupler which act as bearing sur- 
faces and as means of connection to the movable secondary coil. A 
general idea may be obtained from Fig. 136. At B are two bushings 
inserted in wooden or hard rubber discs set in the ends of the coil. The 
rods R are supported by the uprights UU, the rods terminating in binding 
posts for external connection to the secondary. The bushings mounted 
in the secondary head are connected to the terminals of the secondary coil. 

The tuner should be designed so that the iLsed turns of he primary 
and secondary are in direct inductive relation. The necessity for this is 
apparent from Fig. 137. When the primary and secondary switches are 
set as shown in that figure, the used turns of the primary are those be- 
tween A and B; and of the secondary those between C and D. If the 
used turns between A and B for the shorter range of wave lengths, are 
on the opposite end of the primary, then when the necessary coupling 
for an effective transfer of energy is obtainea, the unused turns of both 
windings will overlap providing undesirable electrostatic coupling between 
thein. This may prevent sharp resonance at some wave lengths 
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Following Fig. 137 in detail: The secondary inductance is varied by a 
simple multi-point switch. Some amateurs take ofif taps every 10 or 15 
turns. Resonance between taps is established by the shunt secondary, 
condenser C-1. 



r^ 



fncMcuKe 



De/ee/or 




t 



.Seconc&try 



HtmMH 



ce 




Fig. 137. Fundamental circuit of the inductively coupled receiving set using a crystal rectifier with a 
local battery. The diagram shows the relative positions of the 'used" turns of the primary and 
secondary coils. 

The plan of Fig. 137 appeals to the amateur who does not care to 
go to the expense of a "tens" and "units" switch for the primary coils. 
The number of turns in the aerial tuning inductance is varied by a simple 
plug contact switch, while the primary has a simple multi-point switch. 
The primary coil is tapped, at about every 10 turns. Resonance to any 
wave length occurring between the primary taps may be secured either 
by shunting the primary with a variable condenser y or by placing a 
variometer in the antenna circuit. Considerable tuning between taps can 
be effected by change of coupling between the primary and secondary coils 
alone. 

If the detector in Fig. 137, is a carborundum rectifier, the battery B 
should have an e.m.f. of 4 volts. The potentiometer P i» one of 400 
ohms. Condenser C-2 may be one of fixed capacity— some value between 
0.002 and 0.005 mfd. The telephones should be of 3000 ohms resistance. 

The beginner should gjbudy the practical appUcation of the foregoing 
inductance and wave length formulae and make several calculations of 
the possible wave lengths with various coils. This will instill in his mind 
a relative sense of the dimensions of inductances for various wave lengths. 
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He will then be able to account for some of the ludicrous designs found 
in the experimental station, many of which were worked out on a "guess 
work*' basis. 

It is true that the experimenter may build up primary and secondary 
coils of almost any dimensions and then determine the correct values for 
different wave lengths by "tuning in" transmitting stations whose wave 
lengths are definitely known. Turns may then be added to the coil or 
taken off to meet the requirements. The better way, however, is to 
predetermine the dimensions as this saves both labor and material. 
Such calculations have a certain educational value that cannot be ignored. 




Fig. 138. Showing how the inductance of a coil may be varied a turn at a time by a "tens" and a "units" 
switch. 

<TENS" AND <;UNITS" SWITCH.— The use of a sliding contact 
on tuning coils for inductance variation is not recommended for, with 
continual use, the turns will be cut through, adjacent wires pushed into 
direct contact, and the result will be a short circuit. Unless a variable 
condenser is placed in shunt with the primary coil or in series with the 
antenna a switch must be provided that will permit the antenna induct- 
ance to he varied by a turn at a time. Such variation may be secured by 
thfe combination of a '^units and a tens^^ switch. The use of *^units^^ 
and '^tens^' switches is shown in Fig. 138, where switch S-2 cuts in ten 
single turns on one end of the primary coil. The switch S-1 cuts in ten 
turns in a group. Thus to cut in 37 turns in the primary, S-2 is placed 
on the contact stud marked 7 and S-l on the contact stud marked 30. 
If three turns are required for resonance with a distant station, S-l is 
set at zero and /S-2 on the tap marked 3. If a coil of 410 turns, for 
example, be employed, the first 10 turns should be connected to the 
switch /S-2 and the remaining 400 divided between 40 taps on S-l. 

END TURN SWITCH.— As we have said, the unused turns of 
primary and secondary coils (when the maximum number of turns are 
not used) should be cut off as otherwise considerable energy losses are 
introduced into the circuit. This loss ib occasioned by the self-capacity 
of the coil; that is its capacitance between turns, which may give it a 
defined period of oscillation so that the unused turns will absorb energy 
in a way that may be compared to coupled primary and secondary cir- 
cuits . If tUe un\is?4 Xwm^ ?tre ^i^Qpnnected froqgi tbo u§e4 turns Xk^ 
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losses from this source are redu«ed and a more efficient set is the result. 

The position of the end turn switches in the circuit of a tuning coil is 
shown in Fig. 138. The breaks marked AB, C D^ EF, connect to 
brushes on the end turn switch of Fig. 139. These breaks are located at 
points convenient to the range of wave lengths over which it is desired to 
work. 

Assume that the primary coil in Fig. 138 applies to a tuner to be 
operated at wave lengths up to 3,000 meters. The turns to which the 
taps on the ''units'' switch are connected should be in direct inductive 
relation to the used secondary turns. The break at E F should be placed 
so that the first group of turns will resonate at some wave length just 
above 200 meters, say 225 meters. The next break C D should be located 
to include a sufficient number of turns between the end of the coil and 
the point D so that the circuit will resonate to some wave length slightly 
above 600 meters, let us say about 700 meters. 




TAPS FOR STUDS UNDER 6LADE S i 
Fig. 139. Showing the position of the blades of an "end-turn" switch on a tuning coil. 



A sufficient number of turns should then be included between break 
C D and break A B so that the antenna circuit will resonate at wave 
lengths up to 1,100 meters. The last group of turns should then add 
enough inductance to the complete primary circuit for it to resonate at 
the wave length of 3,000 meters. It is now evident that the first group 
of turns covers amateur wave lengths y the second group, commercial wave 
lengths up to 600 meters, the third group, Naval wave lengths up to 1,000 
meters, and the last group enables the tuner to respond to the time 
signals at 2,500 meters. 

This switching arrangement can be applied to tuners having greater 
numbers of turns. The signals are sometimes increased 20% by cutting 
oflf the unused turns in the circuit. 
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Fia. 140. A "tens" and ••units" switch designed by an amateur experimenter. 
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Fia. 141 . Front view of the ••end-turn*' switch and a wiring diagram. 
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Explaining the end turn switch in Fig. 139, brushes A B, C D, E F,. 
are connected to the interruptions in the winding of Fig. 138. iS-2, 
/S-3 and SA are copper segments mounted on a hard rubber dnmi which, 
in turn, is mounted on a shaft rotated by the knob shown at the left of 
the drawing. This same shaft carries the blade S-l of the "tens" switch, 
which makes contact with the studs leading to the taps brought from 
the primary winding. The switch 8-2 in Fig. 138 is mounted separately 
from /S-1 and usually beside it. When the segments <S-2, 5-3, SA are 
placed as in Fig. 139, the switch S-l must be turned counter-clockwise 
to increase the inductance. The taps at the bottom of Fig. 139 (ex- 
tending from coils 1, 2, 3, 4) lead to the studs on the "units" and "tens" 
switches. 

CONSTRUCTION OF "TENS" AND "UNITS'' SWITCH.— 

R. Neupert of Pennsylvania has shown the design for a "tens" and 
"units" switch given in the drawings, Figs. 140, 141, and 142. The gen- 
eral idea of the design is more readily understood from the side view in 
Fig, 140. Switch X is the "units" switch, switch Y is the "tens" switch 
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Fia. 142. D.taib and dimeasioiu of tb. "end-turn" switsh of FSgi. 140 and 141, 
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and both are mounted integrally. The front view appears in Fig. 141. 
Fig. 142 gives the dimensions and details for construction. The dimen- 
sions must, of course, be altered if the coil used necessitates a greater 
number of taps. 

Note in the side view of Fig. 140 how the blade of switch X presses 
against a brass ring held in place by two or three machine screws. The 
end of the blade is bent as shown to make contact with the ring. A lead 
extends from this ring to a binding post on the outside of the tuner. 
Connection to the switch Y is made through a brass lever upon which it 
is mounted. The switch blades are preferably made of spring brass or 
phosphor bronze. Good contact for the switch blade Y is assured by the 
spring K mounted on the supporting rod. This is made of a piece of 
metal, cut as shown, with the edges bent over. If a variable condenser 
is placed in shunt to the primary coil, it may be found practical to in- 
clude as many as two turns in each contact of the switch X; otherwise 
adhere to the connections outlined above. 

The wiring diagram of Fig. 141 lacks a "zero" stud for the "tens" 
switch. One should be connected in the circuit according to the wiring 
diagram of Fig. 138. 



"mm POST 



POINTED 




Fig. 143. View of an assembled variometer. 

VARIOMETER. — This instrument affords a means of obtaining a 
continuous variation of inductance and is therefore useful in radio fre- 
quency circuits. The principal advantage that the variometer has over 
the ordinary variable inductance is its absence of sliding contacts or 
complicated switch mechanisms. 

The construction of a variometer for a small range of inductance 
variation is shown in Fig. 143 where a stationary coil A mounted inside 
a wooden frame is in inductive relation to a second coil B rotatable on 
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an axis. The two coils are mounted concentrically and connected in 
series. When the inner coil is turned so that its axis coincides with the 
axis of the outer coil and the current circulates through both windings in 
the same direction, their magnetic fields add and the self induction of 
the variometer is maximum. If the inner coil is then turned 180°, the 
current circulates through the two coils in opposite directions, their 
magnetic fields oppose and the self induction of the unit is a minimum 
or nearly zero. When the inner coil bears any other angle to the outer 
coil the self induction is a function of the angle of rotation. 

It is not customary to design variometers of the type shown in Fig. 
143 to give a large range of inductance variation. In this case multi- 
layered coils or coils of large diameter are called for. Single layer coils 
are generally used, the variometer as such being employed to give small 
ranges of inductance variation. 



FL e. X 1 6LE_CawvlECTIOH 




Fig. 144. Construction of a simple variometer made up of two concentric cardboard rings. This instru- 
ment will be found suitable for experimental work. 

The variometer, for instance, is useful in the antenna circuit of 
Fig. 137 where only a multi-point switch and a plug contact switch are 
used to vary the antenna inductance. In this case it affords close tuning 
between the taps on the tuning coils. 

The design of Fig. 143 is rather elaborate but a less expensive type 
of variometer as the one shown in Figs. 144 and 145, is almost equally 
suitable. The inner and outer coils are wound on concentric cardboard 
tubes one of which may be rotated on an axis as shown. The details 
of construction are as follows: Two cardboard tubes, one 6" in diameter, 
the other 5" in diameter and each 2" in length, are wound with a single 
layer of No. 24 s.s.c. wire. A space of J^" is left in the middle of thet 
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windings to pass the shaft. The same amount of wire should be placed 
on each tube and the turns should be thoroughly shellaced to prevent 
them from loosening up. The inner and outer coils are connected as in 
Fig. 144. 

A hole is drilled in both sides of each tube to take a piece of 34"^ 
round brass rod, 8*^ in length. The inner tube should be fastened to the 
brass rod so that it will revolve with the knob. A pointer may be 
fastened to the knob to work over a scale as shown in Fig. 145. 



FIXCO WINOINC; 

INNCH WINOINQ 
atVOLVtS WITH 
H.R. KNOB. 



FIBRE TUBE 

^a" brass rod 




Fio. 145. View of the assembled variometer of Fig. 144. 

If a greater range of inductance variation is required with the same 
size coils they may be wound with No 30 s.s.c. wire, instead of No. 
24 s.s.c. 

Two methods of using the variometer as a tuning element in simple 
receiver circuits are shown in Figs. 146 and 147. The variometer V M 
in Fig. 146 is connected in series with the antenna circuit to provide close 
tuning. In Fig. 147 it is used both as a tuning and coupling element. 
The circuit is suitable for 200-meter reception. A large range of wave 
length variation cannot be obtained from a variometer when used as the 
sole tuning element unless it be made very large and wound with a great 
number of turns. The circuit of Fig. 147 has been used for long wave 
reception using a large variometer and a vacuum tube detector. The 
simplicity of manipulation is obvious. 

The dimensions and assembly of a ball type variometer like that in 
Fig. 143 is shown in the drawings Fig. 148, 149 and 150. 
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Fia. 146. The use of the variometer as a variable antenna inductance. 

Fia. 147. The use of the variometer as a direct-coupled tuning transformer. This circuit is particularly 
suited to short wave reception. * 




Fig. 148. Plan view of ball type of variometer giving a larger range of inductance variation than that 
shown in Figs. 144 and 145. 

Fig. 148 is a plan view looking down from the top giving the dimen- 
sions of the ball and the support for the stationary coil. Both the sup- 
port and the ball are made of hard wood and are of course, turned out on 
a wood-turning lathe. The ball for the inside winding measures S'^ at 
its greatest diameter, gradually tapering to 3%" at both edges. Al- 
though the ball represented is hollow, it may also be made of solid wood. 
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The winding on the ball is left vacant at the center to allow the brass rod 
to pass through. If the variometer is to be used in the antenna circuit 
for short wave reception, each coil is wound full to the edge with No. 22 
s.s.c. wire. The supports for the stationary winding are turned from a 
solid, square piece of wood and are of course, gouged out on a wood- 
turning lathe. The two halves of the stationary frame may be held in 
position by screws set in from the top and base of the box or they may be 
strapped together by a brass strip. The support for the stationary coil 
and the ball should have a slight flange (not shown) to assist in holding 
the turns in place. 




FiQ. 149. Side view of the variometer in Fig. 148. 

The inside coil is mounted on a brass rod S'^ in length, tapered at the 
bottom, where it rests on the brass bearing. This bearing may be made 
to suit the builder. The rod has a diameter of 5^6 " from the end inserted 
in the hard rubber knob, for a distance of 2"; for the next SJ^'^, it has a 
diameter of 3^" and is threaded as shown; for the remaining ^'^ oi fi'^ 
it has a diameter of ^e"? and is tapered at the extreme end. Lock nuts 
hold the ball for the inside winding in place. A 180° scale may be 
mounted on the top underneath a pointer. Pins should be placed at 
either end of the scale to limit the movement of the rotating coil. The 
inside coil is connected to the outside coil by -flexible conductors. 
* It is not difficult to place the turns on the inside of the stationary coil 
if the following instructions are heeded. Construct a wooden ball, split 
in the center which just fits inside the stationary coil. The object of the 
split is to permit a wedge to be driven into it. Wind the turns on the 
split ball and afterward cover the inside of the stationary support with 
two or three coats of shellac. Before the shellac dries, force the turns 
on the split ball into place and press them firmly against the sides of the 
stationary support by driving the wedge into the split. The wedges are 
kept in place until the shellac has thoroughly dried when they may be 
removed. It will then be found tha^ the turns of the stationary coil are 
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firmly placed. They should be given a further coat of shellac on the 
outside so there is no possibility of the wire coming loose. 
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FiQ. 150. Side elevation of the variometer of Fig. 148. 

One terminal of the stationary coil is connected to a binding post 
mounted on the top of the box. The other terminal of the stationary 
coil is connected to a brush which is in contact with the rod carrying 
the hard rubber knob. This rod also connects to one terminal of the 
ball winding, the second terniinal of the ball winding being connected 




Fio. 160a. Clapp-Ea«tham-type S.S. Variometer for receiving circuito. 
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to the second binding post by means of a flexible piece of cord. The 
stationary and rotary coils can also be connected in parallel with each 
other when small inductance values are required. 

CRYSTAL HOLDERS.— Experimenters hare shown scores of designs, 
many of them ingenuous and providing very accurate adjustments for 
sensitiveness. The chief consideration in the design of a crystal holder 
is to provide means of obtaining a contact with any spot on the crystal. 
A contact with a variable tension is desirable with most crystals. 



Phono^ncph Afeed/e 

^"BBF J J(nob 




Base^ 



FiQ. 151* Detector stand for carborundum crystals. 

A detector stand suitable for carborundum crystals is shown in 
Fig. 151. The crystal R is imbedded in a retaining cup C by means of 
TFoods metal or some other readily f usable compound. The opposing 
contact is a steel phonograph needle mounted in a cup C-1 which is set 
off center on the arm A. The latter has a universal movement, as a 
sidewise motion is provided by the pivot and a "round and round'' 
movement at the cup C-1. A spring tension may be provided for the 
arm A but the details for this are not shown. The sketch of Fig. 151 
is drawn approximately to scale. 

B. B. Alcorn of New Jersey has shown an excellent design for the use 
of several crystals of which the details are given in Fig. 152 and are self- 
explanatory. The dimensions may be varied to suit the builder. The 
cups for the crystals are mounted on a brass or copper disc 3^" thick, 
fitted with a knurled hard rubber ring for turning the various crystals 
into position. 

The supporting rod and overhanging arm are made of square brass 
rod. The method of supporting the phosphor bronze contact point 
deserves particular attention. 
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Daniel O'Connell of New York City has developed a detector stand 
of the "cat whisker'' type suited particularly to galena crystals. The 
details of construction shown in Fig. 153 are self-explanatory. The 
crystal is placed in a small glass tube between two '*cat whisker" con- 
tact points mounted on rods supported by vertical binding posts. 
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Fia. 162. Detector stand for the use of several crystals. 
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Pig. 153. "Catwhlsker" detector stand. 
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There are several ways of providing an adjustment for this detector. 
The upright standards may nave offset swivel joints on their tops to 
permit the "whiskers" being moved sidewise; the whiskers may be moved 
in or out; or the glass tube holding the mineral may be revolved until loud 
signals are obtained. If the mineral is so small that the tube permits 
too free a movement, it should be wound with tin foil until it fits the tube 
snugly. 




Fio. 154. Detector stand for bomite and lincite crystals. 



Fig. 154 shows a detector stand for zincite and bomite crystals designed 
by John E. Finn of New York City The large cup in which the zincite 
crystals are imbedded with Woods metal is l'^ in diameter, J^"" deep. 
The other cup which is 3^*^ in diameter and j^^'^ deep contains a single 
crystal of bornite shaved to a point. The remaining dimensions are given 
in the drawing. 
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FiQ. 155. Detector holder for crystals requiring light cuutacb pressure. 
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John Shaler of Calif omia regards the detector holder of Fig. 155 as 
particularly suited to crystals requiring light contact pressure. The 
principal dimensions appear in the drawing. The material for construc- 
tion can generally be found around the amateur's workshop. 



'B»- 




Fio. 156. Detector stand for universal adjustments. 

Fig. 156 shows a detector stand the arm of which is fitted with a ball 
joint to permit contact at points over the entire surface of a galena 
crystal. It was designed by J. F. Bernard of New York City, fi fi is a 
brass ball 5^*^ in diameter, with a ^fe*^ hole bored through the center, 
r r is a brass tube of the correct diameter to slip inside the hole in the 
ball. The whisker is a No. 30 copper wire. The ball is clamped between 
two uprights which are of exactly the correct tension to hold it firmly. 




Fia. 157. Detector holder for accurate adjustment of contact pressure. 

Another detector holder with a universal ball adjustment, designed 
by J. G. Stelzer of Michigan, is presented in Fig. 157. Tension is given 
to the contact point by the spiral spring E. Additional tension is pro- 
vided by the elastic arm supporting the ball joint and contact piece, 
through the adjusting screw A operated by the knob C, The finished 
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instrument should have dimensions abcut IJ^ times those given in the 
drawing. A universal movement is provided by the ball TT. 

ELECTROLYTIC DETECTOR.— A -receiving detector which has 
rapidly fallen into disuse since the discovery of the sensitive crystals and 
vacuum tube amplifiers is the ** whisker poinV^ electrolytic responder^ 
though this played an important part during the early days of wireless 
telegraphy in the United States. * The essential elements of this de- 
tector are indicated in Fig. 158. 




Fig. 168. Fundamental design for the electrolytic detector. 

Referring to Fig. 158: The upright binding post, ilf , has the extended 
arm R, through which is screwed rod A, This has a piece of platinum 
wire TT, with a diameter varying from 0.0001" to 0.000038" soldered to 
the lower end. This wire is known as ^^Wollaston vnre^' and was form-^ 
erly used for another purpose. It is coated with silver to permit easy* 
handling. 

The fine platinum point dips into the glass cup C, which need only 
be large enough to hold eight or ten drops of a 20% solution of nitric 
acid — the electrolyte. In the base of the glass cup is placed a small sheet 
of platinum E, about \{i^" square, which is connected to the right hand 
binding post B by means of a connecting wire placed under the hard 
rubber base. 

The circuit for this detector is the same as that used with carbor- 
undum rectifiers. The local battery should be one of five or six volts, 
and should be shunted by a wire-wound potentiometer of 300 to 400 ohms 
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resistance. The telephones may vary from 75 to 2000 ohms, the import- 
ant thing is that they be well constructed and sensitive. The positive 
pole of the local battery should be connected to the fine wire point of the 
detector. 

Two rules must be observed in order to adjust this detector to a 
sensitive condition. First, the fine wire platinum electrode must just 
touch the acid, in fact barely make contact with it; second, the silver 
must be removed from the platinum wire. 

The silver coating may be removed by one of three methods: First, 
an abnormal current from the local battery may be sent through the 
electrolyte with the platinum point slightly submerged. A hissing, 
grumbling sound will be heard in the head telephone which, after a 
period of two or three minutes becomes of less intensity. The current 
from the local battery should then be reduced until a loud response is 
obtained in the head telephone from the buzzer tester. If the silver has 
been thoroughly removed, good signals will be obtained. The second 
method of removing the silver is to take the platinum wire and place it 
for a moment in a very strong solution of chemically pure hydrochloric 
acid, the point being removed at intervals and examined by the aid of a 
magnifying glass to determine the degree to which it has been "trimmed.'' 
When an extremely fine ''whisker'' is observed, the point is ready for use, 
and it should be dipped in fresh water to prevent further action of the 
hydrochloric acid. The third method is to heat a small amount of 
mercury over a Bunsen burner. If the platinum point is dipped into the 
hot mercury, the silver will immediately be removed. 




Flo. 159. The M^ircQni m^gnetiq detector, 
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The amount of acid in the containing cup and the area of the surface 
of the lower electrode of the coil are unimportant, except that the upper 
point and the lower electrode should be separated no more than J^''. 

MARCONI MAGNETIC DETECTOR.— This detector offers some 
interesting possibilities to experimenters of a scientific turn of mind. 
Contrary to the belief held by some amateurs, it is rather sensitive par- 
ticularly at wave lengths around 2500 meters where it will give as good 
signals as a carborundimi detector. The magnetic detector shown in 
Fig. 159 consists essentially of an iron wire band B (several strands of 
No. 36 insulated iron wire twisted in the form of a cable), with a total 
length of from 18" to 24'^, which is slowly drawn through the glass tube 
P by the ebonite or wooden pulleys, W-l and TF-2, which, in turn, are 
set in rotation by clock work or by a small direct or alternating current 
motor. The glass tube P is wound with from 6 to 10 feet of No. 36 
s.s.c. The bobbin S is wound with a number of turns of No. 36 s.s.c. 
wire such as will give it resistance of about 150 ohms. The head tele- 
phones joined across the terminals of S should have a resistance close to 
150 ohms. Immediately above the two bobbins of wire are placed two 
horseshoe magnets with like poles adjacent. These magnets generally 
have a spacing between their poles of about IJ^" and are placed at a 
distance of approximately ^" to I'' from the band B, 




Fig. 160. "Standby" circuits for the Marconi magnetic detector. 

The glass tube P is usually about 2" in length and 5^6*" in diameter. 
The bobbin of wire for the head telephone circuit has a diameter oi 1}/^" 
and an overall width of 3^". 

When the band B is set into movement by the clock-work some parts 
of it are magnetized as they approach the south pole of the magnet, and 
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accordingly are demagnetized when approaching the north pole of the 
magnet; however, the change of flux does not take place on any part of 
the band as it is directly under a magnetic pole, but is effected at a point 
beyond, and the final result is that the iron band exhibits marked hyster- 
esis which cause it to be susceptible to changes of magnetic flux when 
excited by radio frequency currents. When high frequency electrical 
oscillations flow through the winding P for each group, a momentary 
change of the flux takes place, which in turn induces a current pulse in 
the coil Sy creating a single sound for each wave train. 

The ''plain aeriaF' circuit for the magnetic detector is indicated in 
Fig. 160, in which an aerial tuning inductance L-1 is joined in series 
with the primary winding of the detector P. The circuit then continues 
to the earth connection E. As indicated by the dotted lines a variable 
condenser C-1 is sometimes connected in shunt to the antenna coil P. 
With this circuit it is only necessary to tune the antenna to the distant 
transmitting station, to secure an audible response. 




Fig. 161. Circuits of the multiple tuner for use with the Marconi magnetic detector. 

For sharper resonance effects the multiple tuner circuits shown in 
Fig. 161 are preferable. The intermediate circuit of this tuner comprises 
the winding S in inductive relation to the primary winding P, the variable 
cor.denser in shunt C-2, and the second coil P-1 which is in inductive 
relation to SA. The secondary circuit then continues through the 
variable condenser C-1 to the primary winding of the magnetic detector. 
Since this detector is a ** current-operated** device the secondary coil 5-1, 
must have comparatively low values of inductance and resistance. For 
example, 18 turns of No. 18 bell wire wound on a form V in diameter 
provide sufficient inductance for waves up to 2600 meters. Litzendraht 
wire is preferred. In this circuit the variable condenser C-1 is an active 
part of the oscillatory circuit and the wave length can be changed over a 
considerable range by variation of its capacity. Usually a condenser of 
about 0.005 or 0.01 mfd. is employed at this point. 
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The primary and intermediate circuits are wound with the sizes of 
wire commonly employed in receiving tuners. 

THE FILINGS DETECTOR.— During the past three or four years 
a new form of crystalline detector, modeled somewhat after the original 
Marconi coherer has appeared in the amateur market. It consists 
essentially of a cartridge C, Fig. 162, in which are placed two brass lugs, 
D and Ey which fit snugly into the inside of the cartridge. The space 
between the two brass lugs is filled with a mixture of scrapings or filings 
taken from some of the well known crystal rectifiers. The manufac- 
turers are generally reluctant to give the constituents but good results 
have been obtained with mixtures of galena and silicon filings to which has 
been added a slight amount of brass and nickel filings. In fact it is 
possible to use the scrapings of any of the crystalline detectors known 
to-day. The brass lugs are separated by a distance of about J4" and 
the intervening space half filled with a mixture of filings. The cartridge 
is then sealed up tightly and in some cases exhausted by a vacuum pump. 
The detector is then connected in the circuit of an ordinary receiving 
tuner in the standard manner and the tube revolved by hand until a 
"sensitive" adjustment is found. 




Fig. 162. Crystal rectifier made up of scrapings from well known crystals compressed between two 
electrodes. 

In order to facilitate the finding of a sensitive point, a buzzer tester 
is employed, one terminal of which is connected directly to a terminal 
of the detector. When the buzzer is turned on certain of the filings will 
cohere and thus automatically locate a sensitive point of rectification. 
It is rather difficult to state off-hand just how these detectors operate, 
but it is probable that the action i3 no different from that in an ordinary 
rectifying mineral; however it may be that with so many filings in con- 
tact a sensitive point of rectification is more readily located than by the 
ordinary means. 

Some detectors of this construction are found to have a rather low 
value of resistance and consequently, are used in a '^ series'^ tuning cir- 
cuit like that used with the magnetic detector. It then becomes neces- 
sary to change the usual type of stopping condenser of fixed capacity to 
one of variable capacity for it is now an active element of the oscillation 
circuit. 

It has been found that certain mixtures of filings require a rather high 
local e.m.f ., much in excess of that called for by crystals of zincite, born- 
ite, etc. 
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PRIMARY CELL DETECTOR.— Another form of the electrolytic 
detector which is sensitive and fairly reliable in operation is known as 
the primary cell detector or the ^'Shoemaker Elettrolytic.^^ It 'not only 
performs tne functions of a detector, but has the added property of 
generating its own local e.m.f .; in fact it is really a small chemical bat- 
tery constructed so it can be used as a radio frequency oscillation detector. 
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FiQ. 163. Fundamental construction of the "primary cell" detector. 

The details of the device appear in Fig. 163. To a hard rubber base 
are fitted two upright binding posts B, and the hard rubber or glass cup 
/2, having a capacity of about four or six ounces of electrolyte. The left 
hand element of the cell is a small piece of amalgamated zinc about one- 
third the size of that usually employed in wet cells. The right hand 
element is a small platinum electrode having a diameter of 0.001'' or 
0.0001 '^ sealed in glass, with only the tip of the wire exposed to the acid. 
The electrolyte is a 20% solution of sulphuric acid in which the two 
elements are immersed. A click is heard when a telephone is joined 
across the two terminals of the primary cell, indicating that an e.m.f. is 
being generated. In fact, such cells have often shown an electromotive 
force of 0.5 volt. 

THE USE OF A LOCAL BATTERY.— The carborundum rectifier, 
requires a local battery for best response. The sensitiveness of the 
zincite-bornite detector is improved by a slight local e.m.f. of a small 
fraction of a volt. Some crystals of galena, give increased response 
with a small e.m.f. applied in the proper direction. 

The primary cell detector generates its own local cm.f. The mag- 
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netic detector requires no local battery, as its source of ''local energy" 
is the clock-work for rotating the iron band. 

HEAD TELEPHONES.— The telephone magnets should have a 
great number of turns when they are connected in a detector circuit of 
high resistance. This demands magnet coils wound with fine wire which 
necessarily possess a high resistance. So-called "current operated'' 
detectors require the use of low resistance telephones. The magnetic 
detector, for example, demands telephones of 150 ohms while crystals 
and vacuum tubes call for telephones of two or three thousand ohms. 

Some advantage is gained by the use of light weight telephone dia- 
phragms whose natural period of vibration corresponds to the spark 
frequency of the transmitter. 

The so-called "mica diaphragm" telephones* known as "ampli- 
phones" and by other trade names, are particularly sensitive. Certain 
types will give 10 times the strength of signals obtained from ordinary 
telephones. The increase in the strength of signals is very marked and 
they are recommended to all experimenters who wish the best results 
from their apparatus. 

POTENTIOMETERS.— Wire wound potentiometers of various types 
are in use. Such a potentiometer can be made by winding a sufficient 
number of turns of No. 32 resistance wire on a square or round rod to 
give a total resistance of 400 ohms. A sliding contact bearing on a semi- 
circular piece of graphite or carbon of the requisite resistance is satisfac- 
tory. A number of small buttons of carbon having resistance of 20 ohms 
each may be mounted on the studs of a circular multi-point switch and 
connected in series. The blade on the switch is the "potential divider." 

BANKED COttS FOR RECEIVING TUNERS.— From the designs 
for single layer solenoids already given, it is evident that long wave 
length tuners require very large coils which are undesirable for purely 
mechanical reasons, such as space considerations, etc. So-called "bank'' 
windings provide large values of inductance with relatively small coils 
and are widely used particularly for reception at long wave lengths. 

In regard to the use of stranded and solid conductors for tuning coils 

R 

it may be stated that the resistance ratio —5— of a coil of stranded con- 

ductors consisting of a considerable number of very fine insulated wires, 
is less for moderate frequencies than for a similar coil of solid wire. 
(R, in the above expression is the resistance of a conductor to a given 
frequency n, and Ro is its resistance to direct current.) 

For every coil of stranded conductor there is a critical frequency 
above which the stranded cable has the larger resistance ratio. The 
critical frequency becomes higher as the strands become finer, but for 
conductors made up of several dozen strands of say, No. 40 wire, the 
critical frequency is usually above the range of frequencies ordinarily 
employed. 



♦For a complete explanation of the operation of these telephones, the reader should consult the 
author's ••Practical Wireless Telegraphy/' pages J68 and 160. 
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Stranded conductors known as "Litzendrahf' are widely used as 
tuning coils. In the case of tuning coils wound with stranded conductor, 
the resistance ratio is always greater than for a straight conductor. At 
high frequencies the ratio may be two or three times as great, particularly 
for very short coils. 

Banked coils for moderate radio frequencies are preferably wound 
with stranded conductor. For very high frequencies around the 200- 
meter wave length a single layer solenoid wound with solid wire will show 
smaller losses than a coil of stranded wire. Banked coils are not essential 
at wave lengths below 1000 meters. 

The reason for banking the turns of a multi-layer coil lies in the fact 
that the capacitance between layers of the ordinary multi-layered 
solenoid is excessive. This capacitance gives the coU a tendency to 
oscillate at some particular frequency and moreover introduces large 
dielectric losses. In banked coils instead of winding on a complete layer 
followed by successive similar layers, one turn is wound successively in 
each of the layers. The maximmn voltage between adjacent wires is 
thus reduced and accordingly the distributed capacitance. 

The order of placing the wires on a two-bank coil is as follows: 

3 5 7 9 11 13 15 
1 2 4 6 8 10 12 14 

For a three-bank winding: 

6 9 12 15 18 

6 4 8 11 14 17 

1 2 3 7 10 13 16 

For a four-bank winding: 

10 14 18 22 
8 9 13 17 21 

7 6 5 12 16 20 

1 2 3 4 11 15 19 

The form on which such coils are wound should be threaded so that 
the wires will stay in place during the winding process. The turns are 
wound on by hand. This is a painstaking job and in order to do it 
rapidly requires some experience. 

Let us assume that the amateur does not possess "Litzendraht" 
wire and desires to make up a banked coil for long wave lengths. The 
inductance of such a coil can be calculated to an accuracy of 6% to 9% 
by Nagaoka's formula (40) making "a" the average radius "of the 
banked coil. 
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Aftstune a coil 6^^ in length, 6^ mean diameter (including the two 
layers), wound with two banks of No. 28 d.s.c. wire. Each layer will 
have 53X6*318 turns, and two layers, 2X318*636 turns. Hence, 



a =6.35 
6 = 15.24 
n=636 

^=0.83 

X =0.728 

L =39.47 X ^'^f^^ X0.728 =30,778,356 cms. (40) 



Although this coil is but 6*^ long, when shunted by a capacitance of 
0.0005 mfd. it will resonate at 7500 meters. Hence, if the saving of 
space is a factor, the amateur should use two or three Jbank wmdings. 
The experimenter may now work out for himself the dimensions of banked 
coils which will permit tuning to wave lengths up to 18,000 meters. 
Litzendraht wire should be used if it can be conveniently obtained. 

Let it be thoroughly understood that the object of banking the turns 
is to reduce the distributed capacitance of the coil. As already explained 
a simple multi-layered coil possesses excessive values of distributed 
capacity. 



NOTE TO EXPERIMENTERS 



IN the foUowing chapters a number of circuit diagrams for the use of the Marconi 
V. T. in transmitting and receiving circuits are shown. It is to be noted, that in the 
majority of simple detection circuits the grid leak of the detector bulb is connected 
from the grid to the positive side of the "A" battery; whereas, when the valves are used 
as amplifiers, the grid leak is connected from the grid to the negative side of the fila- 
ment battery. These methods of connection have been found the best for the Marconi 
V. T., although they may not hold good for other types of bulbs. Connecting the grid 
leak from the grid to the positive side of the ''A" battery gives the grid a slight positive 
potential which gives better signals when a hard bulb is used as a detector. In amplifying 
circuits it is usuaUy desirable to hold the grid at a slight negative potential. This can 
be obtained either by use of the grid condenser with the grid leak connected to the 
negative side of the ''A" battery, or by means of a grid battery of about \}i volts. 

The grid battery provides a slightly easier method of adjusting the grid potential 
than the grid leak and grid condenser, but the latter method is quite satisfactory. If 
the experimenter possesses other bulbs than the Marconi V. T., he should try con- 
necting the grid leak to the negative and to the positive side of the "A" battery and 
then, of course, leave it where it gives the best results. 

Marconi V. T.'s of the soft type (known as Class I) require that the grid leak be 
connected first to the negative side of the '*A" battery and then to the positive side, 
the connection being left where the best signals are secured. (See also note in 
appendix.) 
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CHAPTER VII 

THE VACUUM TUBE DETECTOR AND AMPLIFIER 
CIRCUITS FOR DETECTION OF DAMPED AND 
UNDAMPED WAVES-CHARACTERISTICS 
OE THE MARCONI V. T. DETECTOR- 
PREFERRED CIRCUITS FOR 
THE MARCONI VALVE 



TYPES OF VALVES.— It is safe to say that no instrument or ap- 
paratus employed in wireless telegraphy and telephony is susceptible to 
BO many uses as the vacuum tube. It is not possible in the space at 
hand to cover the subject exhaustively, but an effort will be made to 
explain the working of the valve circuits considered most feasible for the 
amateur station. 

The field for experimentation is almost without limit. Hundreds of , 
circuits have been devised. Although many of these appear at first 
sight to be different from others they are really identical except that the 
component parts of the system are arranged in a different way in the 
circuit. 

The vacuum tube may be used as a plain detector y as a radio or audio 
frequency amplifier, as a self -amplifier y as a ^^heaV^ receiver or as a generator 
of continuous oscillations for radio telegraphy or telephony. The three- 
electrode valve is also used as an amplifier in land line telephony. It 
has been employed to control the voltage of a dynamo and there are 
many other uses to which it may be put. 

The first important discovery was made by Fleming whose two- 
element valve has been used commercially for a great number of years. 
Deforest inserted a so-called grid element between the filament and plate 
of Fleming's valve and increased its sensitiveness. Armstrong was the 
first to show the operating characteristics of the three-electrode valve 
and his adoption of the regenerative principle marked a distinct advance 
in the art. Weagant contributed the three-electrode valve with the 
external grid element, and, finally, the four-electrode valve with an 
internal unconneded grid element and an outside electrostatic control 
element. Donle has recently devised a tube with the grid and filament 
placed inside the bulb and the plate element on the outside. 

All of these valves utilize the electronic emission of incandescent lamp 
filaments in vacua to obtain either rectification or a repeating action. 
The filament, grid, and plate are made of various metals. One com- 
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mercial detector tube has a nickel filament, a tungsten grid and a molylh 
denum plate. Another has a tungsten filament, a nickel grid and a nickel 
plate. A transmitting tube developed by one manufacturer contains a 
tungsten filament, a molybdenum grid, and a nickel plate. Still another 
tube has an aluminum plate and a spiral grid of copper containing a sUght 
percentage of thorium. 

Coated filaments are used to increase the electronic emission. The 
preparation of these filaments is generally kept secret by the naanu- 
facturers. It is known that some manufacturers coat their platinum 
filaments with a mixture of oxides, such as barium or strontium. Such 
filaments emit large quantities of electrons at low temperatures, thus 
tending to prolong their life. Tungsten filaments generally are burned 
at high temperatures. Most bulbs are exhausted to a very high vacuiun, 
the internal elements being heated to high temperatures during the 
evacuation process to remove all occluded gases. This prevents ioniza- 
tion under normal conditions of operation, tends toward constancy of 
action, and gives the tubes definite operating characteristics which can 
be relied upon throughout their life. 




I A B . 

1 nin'n ; 
1 — III ii I — J 

Fia. 164. Fleming's two-electrode oscillation valve for the detection of radio frequency currents. 

FLEMING'S VALVE.— This detector shown in the drawing Fig. 164 
utilises a lamp filament and a metallic plate mounted in a glass bulb from 
which all air or occluded gases are removed. The filament is of carbon or 
tungsten and the plate of copper or nickel. The filament F is rendered 
incandescent by a 4- to 12- volt storage battery. 

If connection is made to the negative terminal of the filament F and 
the plate P at C and D respectively, it can be shown that the valve 
conducts best when the plate is connected to the positive pole of the cinrent 
source. If the polarity of the externally applied e.m.f. be reversed little 
or no current will flow through the valve. It is now clear that the valve 
possesses '^unilateral conductivity,'^ i.e., it is a rectifier and as such it may 
take the place of the carborundum rectifier shown in previous circuits. 



Digitized by 



Googie 



Vacuum Valves 



205 



The valve not only possesses rectifying properties, but the resistance 
from the plate to the filament varies with the amount of current flowing 
through the valve. This can be demonstrated by the circuit of Fig. 165. 
Here the filament is heated by battery B-l, while the terminals of the 
battery B-2 are connected to the plate and to the negative terminal of 
the filament -A is a milliammeter. If the e.m.f . of -B-2 as read by an 
appropriate voltmeter is slowly increased from some minimum value, 
and the reading of the ammeter A noted at intervals, it will be found at 
first that the current through the valve does not increase directly with 
the applied e.m.f., and that after a critical e.m.f. is passed, the current 
increases more rapidly than the applied e.m.f. would appear to call for. 




Fig. 165. Circuit for obtaining the d.c. characteristics of an oscillation valve. 

The data thus obtained may be plotted in the form of a curve as 
shown in Fig. 166. It is seen that the resistance of the valve falls 
rapidly at the point B. At point C further increase of the plate e.m.f. 
causes no further increase of current. This is the point of saturation. 

The current maximum is limited by two things; the temperature limita' 
tion of the filament and the space charge. Obviously if the temperature 
be increased above some critical value the filament will burn out. If 
the temperature be raised to the maximum permissible value the current 
maximum between P and F will be that corresponding to the available 
supply of electrons. Further increase of the e.m.f. of B-2 will not in- 
crease the electron current because all the electrons available are drawn 
over to the plate. But before all the electrons are used the space charge 
becomes effiective in reducing the plate current. The explanation of this 
phenomenon is as follows: Electrons are small charges of negative 
electricity and when a sufficient number have accumulated between the 
filament and plate they constitute a negatively charged field of such 
intensity that they repel the electrons behind them so that only a portion 
of those emitted by the filament reach the plate. Thus, it is seen that 
the space charge as well as the temperature limitation mentioned above, 
tend to limit the strength of the electron currents through the tube. 

Suppose that the curve ABC Fig. 166 is obtained with a given fila- 
ment temperature. If the filament temperature is increased a new 
curve A B Dis secured which indicates another point of saturation at D. 
That is, although the increase in filament temperature has increased the 
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electron emission and, therefore, the plate to filament current, a point of 
saturation is soon reached because of the space charge and the fact that 
all the available electrons have been drawn over to the plate. 
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Fig. 166. Plate voltage — plate current characteristic of a two-electrode valve showing its nou- 
umfurm cuuJuctivity. 

CIRCUIT FOR FLEMING'S VALVE.— The detection circuit for 
Fleming's valve which takes advantage of its non-uniform conducting 
properties as indicated in Fig. 166, is shown in Fig. I67. Here the bat- 
tery B-\ not only heats the filament but supplies the local e.m.f. to 
permit working on a point of the characteristic curve favorable for the 
detection of radio frequency currents. 

The necessary regulation is obtained by potentiometer P-1 of 400 
ohms shunted across B-1. By moving the tap along P-1 to the right 
the plate P is charged to an increasing positive potential. The current 
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from B'l flows through the telephone P-2, through the secondary coil 
L-2 to the plate P, thence to the filament and back to the negative 
terminal of the battery. 

Assume, then, that the local e.m.f . is adjusted to correspond to point 
B in Fig. 166. This is the point where the resistance of the valve falls 
rapidly. If the incoming radio frequency currents be superposed upon 
the direct current already flowing through the valve, it is clear from the 




* -c-i 




Fig. 167. Circuit for Fleming's valve using a local current to energize the plate circuit. The 
source of current is used for the filament and plate circuits. 
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Fig. 168. Graphs showing the phenomena involved in the detection of radio frequency currents by the 
oscillation valve. 
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curve that when the incoming e.m.f. and the local e.rni. are in the 
same direction, the increase of current through the head telephone will 
exceed the decrease when these two e.m.f/s oppose. Since the pre- 
ponderance of current is in one direction, what amounts to rectified 
currents flow through the head telephones (during the reception of radio 
frequency oscillations). 

The foregoing actions are- depicted graphically in Fig. 168. The 
lower graph 0-1 shows two groups of incoming radio frequency currents. 
The graph 0-2 shows the fluctuations of the telephone current, and the 
graph 0-3 indicates approximately the telephone current which is an 
average of the amplitudes in 0-2. It is now clear that each spark at the 
transmitter will give one pull at the diaphragm of the receiving telephone. 

It is important to note that along the straight, portion of the curve 
Fig. 166, the plate current would increase and decrease by equal amounts 
for any small incoming e.m.f. In that region of operation the telephones 
would be traversed by a radio frequency component to which they would 
give no response. 

If, on the other hand, when the plate e.m.f. is adjusted to the point C 
on the curve of Fig. 166, and e.m.f.*s generated by incoming signals 
are impressed upon the filament and grid, it will be seen from the curve 
that the plate current will decrease to a greater extent below its normal 
value than it will increase (above normal), but in so far as the head 
telephones are concerned, the effect will be the same as on the lower bend 
of the curve; that is, the telephone diaphragm will be impulsed orux for 
each spark of the transmitter. The valve is usually more sensitive at 
the lower bend of the curve. 




'^C-l 







wr^ 



Fig. 169. Circuit for use of the Fleming valve as a simple rectifier. 

The circuit for the Fleming curve as a simple rectifier is shown in 
Fig. 169. Here one terminal of the secondary coil I/-2 is connected to 
the plate P and the other terminal through the telephone condenser 
C-2 to the negative side of the filament F, B-1 is a battery of about 
6 volts and R » rheostat of 10 ohms resistance. The capacity of C-2 
is about 0.002 mfd. The action of the valve during reception of signals 
is somewhat as follows: When the incoming radio frequency currents 
charge P to a positive potential electrons are drawn over from the fila- 
ment, which is equivalent to saying that a semi-cycle flows from P to F. 
For the negative half cycles, P is charged negatively, no electrons are 
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drawn over to the plate and consequently no current passes the valve. 
Condenser C-2, therefore, receives a uni-directional charge over the 
duration of a wave train and discharges through the head telephone P-1. 




^ 



T^-c-i 




Fig. 170. Circuit for the Fleming valve using separate plate and filament batteries. 

Fig. 170 shows another circuit for the Fleming valve, in which a 
separate battery 8-2 of 20 to 40 volts is employed to energize the plate 
circuit. 




TO BATTERY . 
Fig. 171 . The three-electrode oscillation valve or audion. F is the filament, G the grid, and P the plate 

THE THREE-ELECTRODE VALVE.— The construction of the three- 
electrode oscillation valve is shown fundamentally in Fig. 171 where F 
is the filament y G the grid element y and P the plate. The materials 
commonly employed for the filament, plate and grid have already been 
mentioned. In this valve, the grid G acts as a controlling element of the 
electron currents between the filament F and the plate P. Such control 
is effected by varying the grid to filament potential by an externally ap- 
plied e.m.f. Like the two-element tube, the operating characteristics 
of the three-electrode bulb can best be comprehended by analyzing its 
characteristic curves. Certain characteristic curves of the popular 
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Marconi V. T. will follow. This tube is suitable for all-around experi- 
mental use, as it possesses universal operating characteristics. It may 
be used as a detector and amplifier of radio frequency currents, or as a 
generator of continuous oscillations. 

The beginner should understand what is meant by the input and 
output circuits of the three-electrode tube. For the bulb circuits shown 
in Fig. 171, the input terminals are the negative side of the filament F 
and grid G, the output terminals are the plate P and a terminal of the 
filament, or leads tapped ofif some part of the plate circuit. Thus, in 
Fig. 177, A B are the input terminals of the valve and C D the output 
terminals. 



MiCRO&MMETER . 



MARCONt V.T -Low REAMNG WIUlAMMtTEH 

Voltmeter ^ 




tooo Ohm Potentiometer. 

Fig. 172. Complete circuits for obtaining the various characteristics of the three-electrode valve. 



Ammeter 

0-^ AMPS 



As a preliminary description* of the operating characteristics of the 
valve, the reader should note the effect of varying grid potentials upon 
the strength of the plate current. Referring to the diagram. Fig. 172, 
assume that the filament is incandescent and the plate circuit energized 
by the plate battery B, Current flows from the positive terminal of B 
to the plate P, from the plate to the filament and then to the negative 
pole of the battery. We may then place varying potentials on the grid G 
(in respect to the negative terminal of the filament F) by the grid bat- 
tery C. If the grid is charged by C to some upper negative potential, it 
will be found that the plate current as read at Ip falls to zero. 

If the potential of C be slowly changed from some negative value to 
zero and then gradually increased to some positive value the current 
through 7p will increase; but as in the two-electrode valve, the resistance 
from P to F is not constant. It varies with the current as will be shown 
by the characteristic curves following. The curve which shows the 
strength of the plate current corresponding to various grid potentials is 
called the ''d.c. characteristic^^ of the vacuum tube. 

To gain a better understanding of the effects of filament, grid and 
plate potential in a vacuum tube detector, we will consider the curves of 
grid potential vs. plate current, plate potential vs. plate current; and voltage 
amplification vs. series plate resistance for the Marconi V. T. 



♦For a simple but more complete explanation of the theory underlying the functioniag of the two 
electrode and three electrode valve, the reader is referred to i\\^ author'^ "Vacuum Tube^ in Wireless 
9ommunic^tiop." - » 
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The data for all characteristic phenomena may be obtained by the 
circuits and apparatus of Fig. 172. C is a battery of about 80 volts 
shunted by a 2000-ohm potentiometer. A tap is brought from the 
middle of the cell bank so that moving the slider from one end towards 
the other end will reverse the polarity of the battery in respect to the 
input terminals of the tube. Eg is an appropriate voltmeter. Ig is a 
microammeter (such as the Paul type) for measuring feeble grid currents. 
Ip is a microammeter or a milliammeter for measuring the plate current. 
Ep is an appropriate voltmeter for the plate battery. // is the filament 
circuit ammeter whose maximum scale for receiving tubes need not 
exceed 2 amperes. Several characteristic curves of the Marconi V. T. 
will follow. The grid-voltage, grid-current curve is not shown for it is 
relatively unimportant to the experimental tests of the amateur worker. 

THE GRID-VOLTAGE, PLATE-CURRENT CHARACTERISTIC— 

The data for this characteristic are obtained by adjusting the filament 
temperature and plate voltage of the tube to normal operating values. 
The potential of the grid (in respect to the negative side of the filament) 
is then varied by potentiometer P (Fig. 172) noting at each step the 
readings of the voltmeter Eg and the ammeter /p. 
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Fia. 173. 



40 10 iO /O - * /O iO JO 40 

6nd potent fo/ re/af/Ve to negctive end of ft/omenf /n vofts 

Curves of grid voltage vs. plate current for various plate potentials of the Marconi V. T. 



Fig. 173 shows a set of curves obtained in this way for the Marconi 
V. T. with plate voltages varying from 20 to 300 while the filament cur- 
rent is held steadily at 0.7 ampere. (These curves were taken with a 
Class II tube.) 

Noting the curve for 40 volts plate e.m.f., it will be seen that when 
the grid potential! is fi^-bout — J8 volts in respect to the filament the plate 
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current is zero The peak of the lower bend of this curve corresponds 
to a grid potential of about — 2J/^ volts. The plate current correspond- 
ing to this is 0.26 milliampere. When the grid and filament are at the 
same potential, i e., at zero potential, the plate current is 0.6 milli- 
ampere. The graph is linear from that point on for a considerable range * 
of grid voltages and the point of saturation occurs when the grid poteptial 
is +20 volts. 



INCOMING 
OSCILLATIONS 




0-2 



RADIO FREQUENCY 
COMPONENT- PLATE 
CURRENT 



0-3 




0-4 



TELEPHONE CURRENT 



Fia. 173a. Phenomena of detection with the three-electrode valve. 

Referring to the valve circuit in Fig. 179 the point on the characteris- 
tic curve most favorable to detection in a circuit of that kind is the loioer 
bend. Say, for example, the plate voltage is 80 volts and the grid po- 
tential —5 volts. Then, from Fig. 173 /p the plate current = 0.45 
milliampere. If then the potential of the incoming signal for purposes of 
illustration, is 3 volts, then the potential of the grid to filament will vary 
between (—5) H-(— 3)= —8 volts and (—5) H- (4-3)= —2 volts, Th^ 
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plate current 7p will accordingly vary between 0.25 milliampere and 
0.9 milliampere; that is, it decreases 0.45 — 0.25 =0.20 milliampere below 
normal and increases 0.9 — 0.45=0.45 milliampere above normal (for the 
first cycle in the wave train) . 

The increase of current through the head telephone evidently exceeds 
the decrease. Hence the telephones are energized by uni-directional 
currents which pull the diaphragm of the receiver once for each spark 
at the transmitter. 

The phenomena of reception are outlined in Fig. 173a. Graph 0-1 
indicates two groups of incoming radio frequency currents; graph 0-2 
the fluctuating grid potential, graph 0-3 the corresponding plate current 
and graph 0-4 the approximate telephone current. 

If the valve is worked at the upper bend of the curve, detection oc- 
curs also but the graph 0-4 would then show a decrease rather than an 
increase over the time of a group of oscillations. 

Further study of Fig. 173 shows that in the linear or straight portion 
of the curve, a small oscillating e.m.f. applied to the grid or input cir- 
cuit will be reproduced with fidelity in the plate circuit. In this region 
of the curve incoming radio frequency currents will cause radio frequency 
variations in the output circuit and if there is no distortion the head tele- 
phone will give no response. It is along that portion of the curve that 
the valve characteristic is correct for cascade radio frequency amplifica- 
tion but not for detection except when the circuit of Fig. 180 is used. In 
that circuit good detection is often secured when the grid to filament 
potential is zero. 




100 ISO zoo. 
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Fifli. 17«. Curves o4 plate voltage vs plate current for the Marconi V T 
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PLATE-POTENTIAL, PLATE-CURRENT CHARACTERISTIC— 

The data is secured by connecting the grid to the negative terminal of 
the filament (Fig. 172), setting the filament current at normal value and 
varying the plate voltage progressively. Note is made of the readings 
of Ep and I p. 

Fig. 174 shows plate-voltage, plate-current curves of the Marconi V. T, 
for filament currents of 0.6, 0.7 and 0.8 ampere, with the grid at zero 
potential. These curves indicate how the characteristics of Fig. 173 
may be expected to vary with different filament currents. They also 
permit computation of the internal resistance of the valve as will be 
explained on page 217. 

FILAMENT-CURRENT, FILAMENT-POTENTIAL CHARACTER- 
ISTIC. — The data for this characteristic is obtained by connecting a 
voltmeter across the filament F, Fig. 172, and noting the reading of // 
at different voltages. 
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Fig. 175. Curve of filament current vs. filament voltage for the Marconi V. T. 

The curve for the Marconi V. T. is shown in Fig. 175. The value 
of the curve is that it indicates the battery e.m.f . necessary to maintain 
the filament current at any desired value within its operating range. 

AMPLIFICATION CONSTANT.— The amplification constant of a 
vacuum tube is defined as the ratio of the change of plate voltage necessary 
to bring about a given change in plate current, to the change in grid 
potenMal required to produce the same change in plate current. 
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For an illustrative example: Suppose that the grid potential is zero, 
and the plate current corresponding thereto at 80 volts plate e.m.f., 
is 1.35 milliamperes. Assume then, that the grid is held at +1 volts, 
and the plate voltage varied until the plate current is again 1.35, milli- 
amperes. If the plate voltage is then 74.5 volts, it is evident thart a 
change in the grid potential of 1 volt has an efiect of 5.5 times that 
of a similar change in the plate potential. The amplification constant is 
' 'lerefore 6.5. It is expressed By K. 

The amplification constant of a tube may be obtained roughly by 
dividing the plate voltage by the grid voltage necessary to reduce the 
plate current to zero. The amplification constant of the Marconi V. T 
is approximately 8.5 at operating adjustments. 

A method of obtaining the value of K by direct measurement will be 
described on page 218. 

FttAMENT TO PLATE IMPEDANCE.— In the design of cascade 
amplifiers knowledge of the internal impedance of a vacuum tube is 
essential. If this is known the impedance of the load (the output cir- 
cuit) can then be given the value necessary for maximum power output. 
A somewhat parallel case is that of the ordinary dynamo where the 
maximum power is obtained in its output circuit when the resistance of 
the load is the same as that of the generator. Since the resistance of 
the load and generator are equal, equal amounts of power are dissipated 
in each and the efficiency of the load will be 50%. This low efficiency is 
obviously not permissible in power work, but when only small amounts 
of power, such as are present in the output circuits of vacuum tubes, are 
available equality of load impedance and tube impedance is desirable. 

The resistance of the plate to filament, that is, the internal impedance 
of the tube may be calculated directly from the curve Fig. 174 or meas- 
ured as in the paragraph following. Take, for instance, the upper 
curve in Fig. 174; the impedance at point C may be determined by draw- 
ing the tangent C B to the curve at the operating potential which has 
been selected in this case as 60 volts. Then draw the line C D. 

The impedance is then equal to the voltage B D divided by the 
current C D. Since B Z) = 36, and C D= 0.00135 ampere, then Rt, the 

36 



impedance = ^r-jr^r-^ = 26,666 ohms. 




Fio. 176. Miller's method of measuring the internal impedance and amplification constant of a vacuum 
tube. These measurements are of particular importance in the design of cascade vacuum valve 
amplifiers. 
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MEASXJREMENT OF INTERNAL IMPEDANCE AND AMPLIFI- 
CATION CONSTANT.— The method to be described was presented 
by J. M. Miller in Vol. 6, Proceedings of the Institute of Radio Engi- 
neers (June, 1918). The circuits tire shown in Fig. 176. (7 Z> is a slide 
wire resistance of about 7 ohms. A generator of 500 to 800 cycles 
coupled to C D through a transformer designed so that the current 
through C D is about 50 milliamperes. ft is a dial resistance going up to 
approximately 10,000 ohms. 

The amplification constant K is obtained by adjusting the slider on 
C D with the switch S open until the telephones are silent, then 






(59) 



If i?2= 9 and 721 = 1, then X = y=9. 

To determine the internal impedance Rt, set the slider on C D at 
the middle point, close the switch S and vary R until silence is again 
obtained, then 



If, for example, 



(60) 



X =9, B =3300 ohms, then 
Rt = (9—1) 3300=26,400 ohms. 



For any other ratio of -^ having a value less than K formula (60) 



becomes 



^-(IH ^ 



(61) 



The tube should be adjusted to normal operating conditions dur.ng 
the measurement. 
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Fig. 177. Indicating the "input" terminals A B and "output" terminals C D of the three-electrode valve. 



VOLTAGE AMPLIFICATION.— The voltage amplification of a 
vacuum tube is the ratio of the voltage obtainable across a resistance in 
series with its plate circuit to that impressed upon the grid circuit. Thus, 
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in Fig. 177, it is the ratio of the voltage between the terminals C and D 
of 72, to the voltage applied between A and B. 

11 K = the amplification constant of a tube, Rt = its internal resistance, 
i? = the series plate resistance and /x =the voltage amplification, it can be 
shown that 



KXR 



(62) 



Thus if the maximum amplification constant of a tube =9, its internal 
impedance =29,000 ohms and the load or coupling resistance = 1,000,000 
ohms, then. 



voltage amplification (m) = 



9X1,000,000 
1,000,000+29,000 



=8.7. 
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Fio. 178. Curve of voltage amplification vs. series plate resistance for the Marconi V. T. 



A curve of voltage amplification plotted against series plate resistance 
for the Marconi F. T. is shown in Fig. 178. The value of this curve 
lies in the fact that it shows the correct value of coupling resistance to 
give the maximum efficiency with cascade amplifiers. It is seen that 
the voltage amplification increases rapidly as the load resistance is in- 
creased to 200,000 ohms. At 2,000,000 ohms, the voltage amplification 
is 6.5 which compares well with the best detector tubes. A load im- 
pedance of this value will be used in the cascade amplification circuits 
following. 

The amplification constant IT of a tube is dependent upon tne ratio 
of the spacing between the grid and filament to the spacing between the 
grid and plate and upon the construction of the grid. The ampUfica- 
tion increases with a decrease of the ratio and with smaller grid meshes. 
Since these factors of construction are decided upon by the maker the 
amateur must design his output circuits to fit the impedance of the tube. 
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DETECTOR CIRCUIT FOR THE MARCONI V. T.— There are two 
general methods of detecting damped oscillations by a vacuum valve. 
The circuit of Fig. 179 utilizes a grid battery C to permit operation on the 
most favorable point of the characteristic curve. The second circuit, 
Fig. 180, employs a grid condenser C-1 to give maximum rectification. 
This difference may be said to constitute the distinguishing features of 
the two circuits. 



Mahconi V.T 




Fig. 179. Detection circuit for the three-electrode valve using a grid battery to permit operation on a. 
favorable point of the characteristic curve of the valve. 

Referring to Fig. 179, L-1 and I/-2 are the primary and secondary of 
a tuning transformer. C-2 is a shunt secondary condenser. C is a 
grid battery varying up to 20 volts. P is a 400-600 volt potentiometer;; 
By the plate battery of 60 volts and A, a 4-6 volt storage battery. P-1 
are telephones of 2000 ohms. By varying the e.m.f . of C, the grid can 
be held at any desired negative or positive potential relative to the filament 
within the limits hi the tube. 

Referring to Fig. 173, noting the ^'SO^volt plate e.m.f J^ curve, it will be 
seen that the lower bend occurs where the grid potential is — 5 volts. 
The grid may be held at that potential by the battery C. In the region 
of the bend of the curve, an oscillating e.m.f. impressed upon the grid 
and filament (the input circuit) will be repeated in the plate circuit with 
distortion, that is, when the incoming e.m.f. impressed upon the grid is 
positive the resulting increase of the plate current above the normal 
value exceeds the decrease (below the normal value) when the grid is 
negative. The preponderance of current therefore flows in one direction, 
i.e., a rectified current flows in the plate circuit. 

The result is the same as that obtained with the two-electrode valve, 
the graphs of which were shown in Fig. 168. While the signal is passing, 
the plate current on the average increases, decreasing to normal between 
sparks at the transmitter. If, on the other hand, the grid potential is 
made positive in respect to the filament, that is, the valve is worked at 
the upper bend of one of the curves of Fig. 173 each group of incoming 
oscillations will cause a decrease in the average telephone current. 

The grid battery is not strictly essential in the circuit of Fig. 179. 
Varying negative grid potentials can be obtained with some bulbs simply 
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by varying the filament temperature and the plate voltage. In other 
words, the favorable point on the curve for detection may often be 
located in this way without a grid battery. 



PREFERRED DETECTION CIRCUIT FOR THE MARCONI V. T.— 

Instead of .the grid battery of Fig. 179 the detection circuit for the 
Marconi V.T. in Fig. 180, has a condenser in series with the grid. Usually 
with this connection sl^A \no^^scimtions in the grid circuit, the grid and 
filament are at zero tefo^^tiaT and no current flows in the grid circuit; 
that is, no electrons pass from the fila«nent to grid.* 



V 
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FiQ. 180. Detection circuit for the three-electrode valve utilizing a grid condenser to obtain maximum 
rectification. This circuit is generally preferred for reception from spark transmitters. A grid 
leak is required to limit the charge accumulating on the grid. 

When radio frequency e.m.f .'s are impressed upon the grid circuit of 
Fig. 180 and the grid to filament potential is approximately zero, the 
grid is made alternately positive and negative. When the grid is positive 
electrons are drawn over to it, but when it is negative the electrons are 
repelled. Thus, for each succeeding half oscillation electrons are drawn 
to the grid, placing a charge in the grid condenser C-1, which is negative 
on the grid side. As the characteristics of Fig. 173 show, an increasing 
negative charge on the grid acts to reduce the plate to filament current; 
and hence, while a group of incoming oscillations undergo rectification, 
the telephone current is reduced. If means are provided for leaking the 
charge out of the grid condenser slowly, the grid and likewise, the plate 
voltage will return to their liormal potential between sparks at the trans- 
Diittt^r. In tubes which are not highly exhausted the charge in the grid 
uondensei will leak through the bulb if positive ionization occurs. Some 
leakage may take place through the dielectric of the grid condenser or 
through the glass supports of the grid. Artificial leakage mus+ be pro- 
vided with such valves as the Marconi V.T. In practice, leak resistances 
are called ''grid leaks'* and they vary from, say, 80,000 to 2,000,000 ohms. 

Grid leaks may be made by drawing a number of parallel lead pencil 
lines on. cardboard between binding posts. If the resistance is too low 
some of the lines may be rubbed out with an eraser. Certain grades of 



♦By the use of a grid condenser and a variable grid leak the grid can be held at any desired negstive 
potential. 
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dramng ink if deposited on paper between binding posts will give the 
necessary leakage. Carbon paper has been used. Grid leaks mounted in 
glass tubes with sealed-in ends ready for use, of the type shown in Fig. 
180a, may be purchased from the Marconi Company. They are posi- 
tively essential for best operation of the Marconi V. T. 






Fia. 180a. Grid leak and base as manufactured by the Marconi Company. 

In regard to the complete apparatus called for in Fig. 180: the dimen- 
sions of L-1 and Z/-2 can be obtained by calculation as explained on 
pages 169 to 173. For short wave lengths C-2 can be dispensed with. 
For long wave lengths its capacity should not exceed 0.0005 mfd. C-1 
may be of fixed capacity — about 0.0001 mfd. R has resistance of 2 
megohms. The e.m.f. of the A battery is 4 volts, of the B battery 
about 60 volts. 

To obtain the best response from the Marconi V. T., set the plate 
voltage at some voltage between 25 and 60 and slowly increase the fila- 
ment temperature by the rheostat R until a signal maximum is heard in 
the telephones. 

The life of the bulb with normal usage is about 1500 hours. 

CASCADE AMPLIFICATION.— It is clear from the preceding 
explanations that the vacuum tube is an amplifier of a variable e.m.f - 
of any wave form. A single bulb itself is an amplifier and if used as in 
Fig. 179 or 180 will give many times the strength of signal obtainable 
with a simple rectifier like carborundum. If either radio or audio fre- 
quency voltages are impressed upon the input terminals A B of Fig. 
177, amplified voltages of the same frequency will exist across the ter- 
minals of the resistance R. These voltages may then be impressed upon 
the grid circuit of a second tube wherein further amplification takes place. 
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The output and input circuits of as many as 8 tubes may be coupled in 
cascade for progressive amplification. Generally the limit is reached 
with about 8 tubes. 

In fact the limits of amplification are reached with any combination 
when the current variation of the last tube has reached the point of 
saturation. Weagant, of the Marconi Company, and his staff have 
developed a very successful 8-tube amplifier with which signals may be 
copied three or four thousand miles on a small frame aerial a few feet 
square. 

In addition to a pure resistance coupling of Fig. 177, capadtive, 
inductive and conductive coupling (auto transformer coupling) are em- 
ployed in cascade circuits.* For instance, in a cascade radio frequency 
amplifier wherein the successive plate and grid circuits are coupled 
inductively J use is made of an air core radio frequency transformer as the 
coupling element. Iron core coupling transformers are employed for 
audio frequencies. These may be either of the open or closed core type. 
A single impedance coil is sometimes used. 

In the earlier types of cascade amplifiers separate filament and plate 
batteries were employed for each bulb. Circuits have been developed 
where one filament battery and one plate battery were used to energize all 
bulbs. There are few circuits where it is still an advantage to employ 
separate batteries for each step. 
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Fia. 181 . Circuits of a cascade radio frequency amplifier using inductive interval ve couplings. Separate 
filament and plate batteries are used for each valve. This is one of the earlier type of circuits which 
has been improved by using one plate battery and one filament battery for all valves whether used 
for radio or audio frequency amplification. 

The resistance coupled amplifier is rapidly gaining prefei*ence with 
experimenters because of the simplicity of the circuits and the ease of 
obtaining maximum amplification. The advantage of this method of 
coupling over the method that uses radio frequency tuning transformers 
between valves is obvious. The latter method requires tuned input 
and output circuits throughout the system, and any change in tuning in 
the radio frequency circuits of the first bulb calls for retuning the grid 
and plate circuits of all bulbs. This is a complex procedure requiring 
the attention of a skilled manipulator. 



♦For a more comprehensive description of the many circuits for the vacuum tube, the reader should 
consult the author's "Vacuum Tubes in Wireless Communication." Only the up-to-date circuits believed 
to be the most feasible for amateur use are described here. 
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With the resistance coupled amplifier the only tuning required is that 
usually done at the tuning transformer. A change of wave length does 
not call for any particular changes in the constants of the amplifier circuits. 

A three-valve circuit for the amplification of radio frequencies using 
separate plate and filament batteries for successive steps, is shown in 
Fig. 181. The output and input circuits of successive bulbs are coupled 
through radio frequency tuning transformers P-1 and P-2. The plate 
circuits of all bulbs are untuned but the grid circuits are carefully tuned 
to the frequency of the incoming signal by shunt variable condensers. 
The first two bulbs function as radio frequency amplifiers and the last 
bulb acts as a detector in which the oscillations are rectified and stored 
up in the grid condenser. Favorable grid potentials, which are generally 
obtained along the linear portion of the characteristic curve, are given to 
the first two bulbs by grid batteries which in practice are shunted by po- 
tentiometers. The battery and potentiometer shunted around the grid 
condenser of the last tube are employed to limit definitely the potential 
difference between the grid and filament. This prevents the grid poten- 
tial rising to such a high negative value that the tube becomes inoperative. 
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Fia. 182. Circuits of a cascade audio frequency amplifier with iron core interval ve couplings. 

The fundamental circuits of an audio frequency amplifier are shown in 
Fig. 182. Here the first bulb is the detector and the second and third 
bulbs are audio frequency amplifiers. The output circuit of the first bulb 
is coupled to the input circuit of the second bulb through the transformer 
Ir-l and L-2. Transformer L-3, LA performs the same function between 
the second and third valves. Suitable interval ve transformers for this 
circuit will be described on page 239. The intervalve transformer is de- 
signed to have an impedance at, say, 500 cycles equal to or somewhat 
greater than the internal impedance of the tube. It is designed with a 
step-up ra'tio of turns. 

The operation of the circuit is as follows: During reception from 
spark stations, the incoming oscillations are rectified between the grid 
filament and, as already explained, the charge and discharge of the grid 
condenser sets up audio frequency voltage variations across the primary 
L-1. Similar voltages are induced in L-2, which vary the grid potential 
of the second bulb wherein further amplification occurs and so on. 

Grid batteries (**C batteries) may be used in the grid circuits of all 
tubes. With some bulbs control of the grid potential is essential. 

CASCADE CIRCUIT FOR THE MARCONI V. T.— There are any 
number of circuits which can be used. A cascade system for the Marconi 
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V. T. that has been worked out particularly for amateur use is shown in 
Fig. 183. Amplifications of 60 are obtained with three (Class II) bulbs. 
The feature that will appeal to the experimenter is the use of a single 
plate battery and a single filament battery for all tubes. 

Referring now to the diagram, L-2, C-2 is the secondary circuit of the 
tuning transformer. C-3 is a grid condenser of 0.0001 mfd. L-3 is an 
iron core impedance of 20 henries which acts as the coupling element be- 
tween the first and second bulbs. R-l is a 2 megohm resistance which 
acts as the coupling element between the second and third bulbs. The 
resistances Rj are grid leaks of 2 megohms each. These prevent the grid 
potentials of successive valves rising to such a negative value that they 
become inoperative. The blocking condensers CA have capacitance of 
0.005 mfd each. P is a 2000-ohm telephone. 

Note that the filaments are fed by the same A battery. The B bat- 
tery, which now ha an e.m.f . of 80 volts, energizes the plate circuits of 
the three tubes. 

The operation is as follows: The first tube acts as a detector, the 
incoming oscillations being rectified by the valve action. 

Thus, audio frequency voltages are built up across the impedance L-3 
which are impressed upon the grid and filament terminals of the second 
tube. This tube acts as an amplifier and still greater voltages are built 
up aci^oss the coupling resistance R-l. The output of the second bulb 
is again amplified by the third tube. A coupling resistance similar to R-l 
might have been inserted in the plate circuit of the first bulb instead of 
the coil L-3. Instead of this the coil was employed to permit the use of 
lower voltages at the B battery. Had resistance couplings been used 
throughout the circuits, the e.m.f. of the B battery would have had to 
be around 110 volts or more. 

The impedance L-3 can be made by winding 10,000 turns of No. 36 
enamel wire on a core of silicon steel or iron wire ^'^ in diameter and 
3" in length. The inductance of the coil is approximately 20 henlies. 

As mentioned before, the leak and coupling resistance may be made 
of lead pencil lines drawn on a piece of cardboard, or appropriate grid 
leaks may be purchased from the Marconi Company. It is believed that 
this circuit will satisfy all the requirements of the amateur station and it 
is particularly recommended for use in long distance relay work. 

The circuits of a resistance coupled amplifier containing any number 
of bulbs up to eight, are shown in Fig. 184. This meth^ of coupling 
gives good results with the Marconi V. T. The output and input circuits 
of successive tubes are coupled through resistances of 2 megohms each. 
The resistance* of the coupling units in such a circuit should always exceed 
the internal impedance of the valve. The B battery should have a 
potential of 120 volts. The condensers C-4 have capacitance of 0.005 
mfd. each. 

In this circuit, the first tube rectifies incoming oscillations and the 
second and third tubes amplify the audio frequency component of the 
plate current of the first tube. R-2 is a filament rheostat of 10 
ohms. If the voltage of the filament battery is four volts or less, the 
rheostat is not required. Still greater amplification can be obtained by 



*Note paragraph numbered (2) and ^3) page 341 in the appendix. 
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connecting the condenser C-5 in the circuit as here shown . The condenser 
provides regenerative coupling between the plate circuit of the last bulb 
and grid circuit of the first bulb. The condenser will only give regenera- 
tive amplification at short wave lengths. For long wave lengths a 
''tickler" circuit is preferable. 




Fio. 185. Cascade amplification circuit using iron core chokes as intervalve couplings. The impedance 
of these chokej should be somewhat greater than the internal impedance of the tubes. 

The circuits of an impedance coupled amplifier* for use with the Marconi 
V. T. are shown in Fig. 185. This system has been used in receiving sets 
in wireless telephony for recording speech signals. The transformers 
between the amplifier bulbs are designed to give the best response at 
average ''speech frequency *' which is approximately 800 cycles. The 
impedance of the coils is somewhat greater than the internal impedance 
of the tubes. 

The output circuits of the first and second bulbs are coupled to suc- 
cessive input circuits through the iron core impedances Zr-3, each of 
which are designed to have an impedance equal to, or two or three times 
the internal impedance of the corresponding valve. These chokes may 
consist of an iron core about 2}^" long, J^*' in diameter, wound to a 
diameter of 1 '^ with No. 38 enamel wire. The choke L-S, the dimensions 
for which are given on page 238 is also satisfactory. 

The grid leaks R have resistance between 1 and 2 megohms. The 
grid batteries C-1, in the second and third bulbs, permit working on 
favorable points of the characteristic curves of the amplifier tubes. A 
battery of a few volts will fulfil the requirements. The resistance of the 
telephones P should be rather high, and if high resistance telephones are 
not available a series resistance of 10,000 to 30,000 ohms may be con- 
nected in series with the telephones. 

The first bulb is used for detection purposes. The grid condenser 
C-3 may be dispensed with in that circuit and a grid battery of a few 
volts substituted as shown in preceding diagrams. The grid battery may 
be shunted by a potentiometer to permit close regulation of the grid 
voltage. If the condenser C-3 is employed, it should have a capacitance 
of about 0.0001 mfd. The condensers CA should have capacitance of 
0.005 to 0.5 mfd. 



♦For audio frequency amplifioatiPQ. 
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The circuit in Fig. 186 is particularly applicable for cascade ampli- 
fication by tubes having low amplification constants and low internal 
resistances. The tubes in this circuit are coupled through closed core 
transformers. If the amplifier is to be used for wireless telephony the 
impedances of the transformers should be approximately equal to the in- 
ternal impedances of the tubes at 800 cycles. The requisite impedance 
may be calculated for lower frequencies (500 cycles) and the design of 
the transformer changed accordingly. .The ratio of transformation 
should range from 3 to 6 according to the design of the valve. 

The grid batteries C-1 permit operation on favorable points of the 
characteristic curve which generally are obtained with negative values of 
grid potential. The telephones P should have an impedance equal to 
the impedance of the transformer ilf-3. Transformers ilf-1, ilf-2 and 
ikf-3 are of identical design and one suitable for the Marconi V. T. is 
shown in Fig. 199. 

Summing up the foregoing circuits Fig. 183 is particularly applicable 
for cascade amplification with the Marconi V. T. at short wave lengths, 
assuming the reception of damped oscillations. Fig. 18^ is suitable for 
the same purpose. Fig. 185 is a circuit applicable to telephonic and 
telegraphic reception, provided the second and third bulbs are designed 
for high amplification constants and high internal impedances; but dif- 
ficulty is apt to be encountered in practical operation with several stages 
due to the tendency of the circuits to oscillate at audio frequencies. Fig. 
186 is suitable for amplification using bulbs having low amplification 
constants and low internal impedances. This circuit functions well with 
bulbs requiring plate voltages around 25 volts. 

It may prove of interest to state here that the impedance of a tele- 
phone receiver is often sufficient for an interval ve coupling. One stand- 
ard make of telephone has an impedance of 22,000 ohms at the frequency 
of 500 cycles. . 

Regarding the correct grid potential for amplification or detection the 
experimenter should understand that if the valves are to be used simply 
for amplification they should be worked along the linear or straight por- 
tion of the grid-potential, plate-current curve. This holds good for radio 
or audio frequency amplification. But for the detection of radio fre- 
quency currents in telegraphy, a grid potential should be selected corre- 
sponding to some point on the lower bend on the curve where the loudest 
signals are obtained. Assume a detecting circuit made up of a single 
bulb with a three-stage amplifier, the first, the detection bulb, should be 
adjusted to operate on the bend of the characteristic curve (if no grid is 
employed) but the grid potential of successive bulbs is preferably such as 
will permit working along the straight portion of the d.c. characteristic 
curve. 

SELF-AMPLIFIERS OR REGENERATIVE RECEIVERS.— The 

regenerative principle for self-amplification was first disclosed by Arm- 
strong. The underlying idea may be understood by referring to the 
circuit Fig. 177. If radio frequency e^m.f.'s are impressed across the 
input terminals A B, amplified radio frequency voltages will be set up 
across the terminals C D of the resistance R. If some of the energy in 
the plate circuit is then fed back to the grid circuit by inductive j conductive 
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or capacitance coupling, the amplitude of the original grid oscillations 
will be increased and still greater variations in the plate current will 
result . The incoming signals may thus be amplified enormously . Either 
the radio or audio frequency component of the plate current can be ampli- 
fied in this way. For radio frequency amplification, the grid and plate 
circuits are coupled through a condenser or a radio frequency transformer; 
for audio frequency amplification, an iron core transformer is employed. 
In all regenerative circuits care must be taken to have the plate oscilla- 
tions in the correct phase relation so as not to oppose the grid oscillations. 
The correct relation between the grid and plate currents is readily found 
by experiment. When regeneratively coupled circuits are used for the re- 
ception of damped oscillations, the coupling of the regenerative trans- 
former should not exceed a certain critical value (determined by trial), as 
otherwise the valve will be set into self-oscillation at a radio frequency 
and beat reception will be obtained. Although beat receivers will amplify 
spark signals to a very great degree, the note of the spark station is dis- 
torted and a note of different pitch than the normal tone obtained. 
As a matter of fact any regenerative receiver designed for the amplification 
of spark frequency signals will permit the reception of undamped waves 
if the coupling between the grid and plate circuits is sufficiently close. 
All of the circuits which follow will receive either damped or undamped 
waves. In the case of undamped wave reception, the inductance and 
capacitance of the tuning elements must be of the correct magnitude for 
obtaining resonance with the longer waves usually employed by high 
power stations using undamped wave generators. 

There are many ways of connecting vacuum tubes for regenerative 
amplification. Some of the more important circuits suitable for the 
amateur station will be described. 




Fig. 187. Armstrong's original regenerative circuit for amplification of radio frequencies. 

PRACTICAL REGENERATIVE CIRCUITS.— Fig. 187 is Armstrong/s 
original regenerative circuit. The plate circuit is coupled to the grid 
circuit at Z/-2, L-3. L-3 consists of several turns of wire in inductive 
relation to L-2 through which the amplified plate voltages are impressed 
upon the grid circuit for further amplification. If an untuned plate 
circuit is used and the coil LrA eliminated, the coil Zy-3 should have from 
35% to 75% of the inductance of L-2 for the longer wave. 
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Condenser C-5 provides a path around the head telephone for the 
radio frequency fluctuations of the plate current. L-4 is a large tuning 
inductance which is not required at short wave lengths. In practical 
operation the signal is first tuned in with loose coupling between Z/-2, 
Z^3, after which the coupling is made closer for maximum amplification. 
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Fio. 188a. Ultra-audion circuits providing electrcNstatic coupling for regenerative amplification. 
Fio. 188b. Modified circuit providing inductive and electrostatic regenerative coupling. 

Deforest* 8 uUra-avdion circuits are shown in Figs. 188a and 188b. 
In the first diagram the secondary terminals of the receiving transformer 
are connected to the grid and plate of the tube rather than to the grid 
and filament, which is the more common connection. The condenser 
C-4, shunted by the head telephone P and battery B, provides electro- 
static regenerative coupling;^ that is, the condenser CA is charged by the 
fluctuating voltages across the plate battery (and head telephone). The 
condenser discharges into the grid circuit amplifying the oscillations 
therein. 

The modified circuit in Fig. 1886 has the 'Hickler** coil S-l which is in 
series with the plate circuit. Inductive regenerative coupling in addition 
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to the electrostatic coupling afforded by the condenser is thus provided. 
These circuits may be used for the reception of arc or spark signals. 
Fig. 1886 is applicable to long wave lengths provided P-1 and SA have 
sufficient mutual inductance to keep the valve in oscillation at the lower 
frequencies. 




Fig. 189. Inductive regenerative coupling using a so-called "tickler" coil in the plate circuit, which is 
in inductive relation to the grid circuit. In practice the tickler coil has from 35% to 76% of the 
inductance of the secondary circuit for wave lengths from 1000 to 18,000 meters. For very short 
wave lengths the inductance of the tickler should be equal to that of the secondary. 

Another way of using Armstrong's regenerative principle is shown in 
Fig. 189, where a '^tickler'' coil L-3 connected in series with the plate 
circuit is placed in inductive relation to the high potential end of the 
secondary coil L-2. The '^tickler*' may be cut in or out of the circuit 
by the switch W. When the switch is placed to the right, a "plain 
detector circuit" for the Marconi V. T. results, but when thrown to the 
left; regenerative amplification is obtained. The regenerative connection 
will amplify the incoming signal about six times. It is possible to design 




FiQ. 190. A system of regenerative coupling suitable for the amplification of signals at short wave lengths. 
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the primary and secondary coils L-1 and Z/-2 of the tuning transformer 
so that for the range of wave lengths, 200 to 600 meters, tuning can be 
accomplished by the condensers C-1 and C-2 alone. This simplifies the 
mechanical construction of the receiving transformer. This circuit is 
recommended for long or short wave reception and is much used in govern- 
ment work. 

The regenerative circuit shown in Fig. 190 is widely used and seems to 
be preferred by the majority of amateur wireless experimenters ior short 
wave lengths. Regenerative coupling is here obtained by connecting a 
terminal of the secondary coil Za-2 to the positive terminal of the plate 
battery B, Accordingly, any fluctuations of e.m.f. across the battery, 
during reception of signals, react upon the grid circuit and thus pro- 
vide regenerative amplification. L-3 and LA are small variometers, one 
in the grid circuit and the other in the plate circuit. They are used for 
the purpose of tuning. Amplification is obtained in any vacuum tube 
circuit by tuning the plate circuit as well as the grid circuit to the fre- 
quency of the incoming signal. The telephones P, in Fig. 190, are 
shunted by a small variable condenser C-4 which generally need not 
exceed 0.0005 mfd. This circuit is recommended for the Marconi V. T. 
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FiQ. 191 . Simple regenerative circuit feasible for transmission and reception. The plate circuit inductance 
and a series condenser are used as the tuning elements of the antenna, grid and plate circuits. 



The circuit shown in Fig. 191 was suggested by M. W. Sterns and has 
been found good for reception of long or short waves. The plate in- 
ductance L-1 and the series condenser C-1 act as the tuning elements of 
the antenna circuit and provide regenerative coupHng. The path of the 
plate ctrrrent is from the positive terminal of the battery B, through the 
coil L-1, to the plate of the tube; thence from the plate to the filament, 
through the head telephones P, and back to the negative side of the 
battery. Condenser C-1 should have a maximum capacitance of 0.0005 
to 0.002 mfd. For the Marconi V. T. the capacitance of the grid con- 
denser C-3 should be about 0.0001 mfd. The grid leak R should have 
a resistance of 2 megohms. The dimensions of the coil L-1 will vary 
with the wave length to be received. 
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Fia. 192. Circuits of a short wave receiver preferred by many amateurs. Tuning is effected solely by 
variometers. 

For short wave lengths many amateurs use the tuning circuits shown 
in Fig. 192 in which the primary and secondary inductances of the tuning 
transformer are the variometers L-1 and L-2. C-1 is a coupling con- 
denser of variable capacitance. Although the secondary coil L-2 is 
shiinted by a variable condenser C-2, the use of the condenser is not 
advisable at short wave lengths, for the distributed capacitance of the 
variometer L-2 is suflBcient to establish resonance with the antenna 
circuit. 




Fio. 193. Simplified regenerative circuit feasible for reception of long or short waves. 

The plate battery B is shunted by a 10,000-ohm potentiometer P-1 
through which the plate voltage can be very carefully regulated. Al- 
though this circuit does not have a regenerative coupler, feed-back 
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{^amplification can be obtained by dise^n^^^ting th0 lower wire of the eeom 
pndary from the filav^nt, and attaching it to the 'positive vole of the B 
pottery, A grid U^k (not shown) ghould be employed. The circuit of 
Fig. 192 is recommended for short wave lengths. For long wave lengths 
variometers are not practical as tuning elements. 

A modified regenerative circuit is shown in Fig. 193 which is good 
for the reception of long or short wave lengths. The coils L-l and L-2 
may be one long coil tapped at the center as shown. The magnitude of 
the regenerative coupling is varied by the switch S-l, the studs of which 
are tapped oflf L-2 say every 2". L-l is varied by a sliding contact or a 
multi-point switch. C-1 is a variable condenser of say, 0.0005 mfd. 
C-3 is a grid condenser of the usual dimensions and R a grid leak. C-2 
is a series variable condenser which will be found useful with long aerials. 
This circuit has been tested with the Marconi V. T. and has been found 
particularly suitable for short waves because of its simplicity. A series 
condenser should be placed in the antenna circuit, with aerials over 100 
feet in length. 




Fia. 194. Weagant's "X" circuit receiver suitable for the reception of damped or undamped oscillations. 



In regenerative circuits for the reception of long wave lengths the 
author prefers WeaganVs X circuit receiver shown in Fig. 194. The 
principal point of departure from other systems is the method of con- 
necting up the tuning elements of the plate circuit. 

The plate battery B-2 and head telephone P-1 are shunted by a 
variable condenser C-3 connected in series with a variable inductance L-3. 
This circuit will oscillate without coupling between the grid and plate 
circuits other than that furnished by the internal capacity of the valve 
itself; but in some cases, the coil L-3 should be near enough L-2 to provide 
external regenerative coupling. L-2 and L-3 may be separated 6" or 
8" in practice. For very long wave lengths a loading inductance should 
be connected in series with L-2, both this coil and L-3 having large values 
of inductance. This circuit has been found to give very good signals 
and it is recommended particularly for the reception of undamped wave 
signals because of the readiness by which stations can be "brought in." 
The dimensions of the coils for long waves will be given in the chapter 
following. If a grid leak is provided the circuit will be found very suit- 
able for the Marconi V. T. detector. 
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Fig. 195. Regenerative circuit for the amplification of the audio frequency component of the plate 
current. 

Audio frequency regenerative coupling may be obtained in the circuit 
of Fig. 195. The audio frequency voltages set up in the plate circuit 
during reception of spark signals are impressed upon the grid circuit 
through the transformer M, The ratio of transformation of this trans- 
former varies between 4 and 6. The impedance of the transformer 
should be given a value equal to, or slightly greater than, the internal 
resistance of the tube. An open core step-up transformer may be used 
instead. To by-pass the radio frequency currents of the incoming sig- 
nals around the secondary winding S, the transformer must be shunted 
by a fixed condenser CA of about 0.002 mfd. 

Regenerative circuits for the simultaneous amplification of the radio 
and audio frequency component of the plate current have been devised. 
Such circuits have been used in practice but have been found somewhat 
unstable in operation. Some experimenters prefer radio frequency regen- 
erative coupling for the detector tube, further amplification being obtained 
by a two- or three-stage cascade audio frequency amplifier coupled to 
the plate circuit of the detecting bulb. Audio frequency regenerative 
circuits are not widely used in practice. 

A cascade amplification circuit of 7 stages now in common use was 
developed during the war. The first three tubes are connected in cascade 
for radio frequency amplification. The fourth tube is then connected 
for detection and the resulting audio frequency pulses in its plate circuit 
are amplified by a three-stage cascade audio frequency amplifier. Need- 
less to say, this circuit gives enormous amplifications. 

Any experimenter possessing the required number of valves can make 
up a similar circuit by studying the diagrams for radio and audio frequency 
amplifiers already given. It will perhaps prove an expensive experiment. 

The several regenerative circuits just shown represent only a small 
proportion of those proposed. Obviously many variations of the prin- 
ciple are possible. The question as to whether a cascade amplifier or a 
single bulb regenerative receiver is preferable is not difiicult to answer. 
The cascade amplifier will be used when very great amplifications are 
required. But if lesser degrees of amplifications will satisfy conditions 
the single bulb regenerative receiver will be employed. 
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DIMENSIONS OF TUNING ELEMENTS FOR SOME REGEN- 
ERATIVE RECEIVERS.— The method of computing the required induct- 
ance and capacitance in a receiving circuit for any wave length has been 
explained on pages 169 to 173. 




FiQ. 195a. Grebe regeneraCive receiver and two-stage amplifier. Range 170 to 680 meters. 



Some suggestions and helpful hints regarding the regenerative circuits 
in Figs. 188 to 195 will be given. Suitable dimensions for Fig. 187 will 
be given in the following chapter. Figs. 188a and 188b represent nothing 
unusual. The dimensions of the primary and secondary coils may be 
computed by the method already given. C-4 in Fig. 188a has capacitance 




Fig. 195b. Showing the coupling transformer, vacuum tube sockets and variometer in the Grebe short 
wave amplif3ring receiver. 
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of about 0.001 mfd. The dimensions of P-1, S-l vary with the wave 
length and can easily be found by experiment. 

Arno Kluge of California gives the following dimensions for the circuit 
of Fig. 189, if operated with an aerial whose natural period is about 175 
meters. The primary L-l is a tube S'^ in diameter wound with 30 turns 
of No. 22 d.s.c. wire. This coil will raise the wave length of the antenna 
mentioned above to 600 meters. The secondary I/-2 is a tube 2}^" in 
diameter wound with 50 turns of No. 24 d.s.c. The "tickler" coil LnS 
is mounted on a ring that will fit over the end of Z/-2 and is wound with 12 
turns of No. 18 annunciator wire in a groove ^ " wide. The winding consists 
of 3 layers of 4 turns each. The capacitance of C-4 is 0.0001 to 0.001 mfd. 

In connection with the circuit of Fig. 190, F. V. Bremer gives the 
following dimensions for 180- to 580-meter reception. The primary Z/-1 
is a cardboard or bakelite tube 3^" in diameter and 23^ '^ long wound 
with 56 turns of No. 22 s.c.c. wire. The secondary is shaped like a 
variometer ball, is mounted in one end of the primary and contains 36 
turns of No. 22 s.c.c. 

The ball for the variometer in the grid circuit is 4J^'' maximum diam- 
eter at the center and tapers to 3*^ at the ends. It is wound with 32 
turns of No. 20 s.c.c. The stationary winding is 4^^'^ inside diameter 
wound with 30 turns of No. 20 s.c.c. 

The plate circuit variometer LA has the same dimensions as that for 
the secondary but it has only 27 turns of No. 18 s.c.c. on the ball and 
25 turns on the stationary frame. The construction of variometers is 
treated on page 184. 

The circuit of Fig. 191 may be used for transmission and reception. 
Its range* is about ten miles, with one valve. The coil Z/-1 as constructed 
by M. W. Sterns, is a banked winding split into two sections. The wire 
is a Litzendraht cable composed of 42 separate strands of No. 36 B. & S. 
enameled wire with a double silk covering. A four-bank coil is employed. 
The first section has 50 turns wound on a tube 3^^ in outside diameter. 
A spacet of ^" is left between this and the. next section which is wound 
with 220 turns, with a tap at 55 turns, and another tap at the end of 
the coil. Sterns reports that the circuit, with this coil and a small 
variable C-1, will function at wave lengths between 130 and 1850 meters 
with an antenna of 0.0005 mfd. 

For reception up to 18,000 meters, the coil Z/-1 in Fig. 191 should 
be 18*^ in length, 6'' in diameter and wound full with No. 30 d.s.c. wire. 

For the variometers in Fig. 192, Carleton Howiler has given the fol- 
lowing dimensions: Each variometer consists of 2 cardboard cylinders, 
the inner one 4" in diameter, and 1}/^" long; the outer one 43^" in 
diameter, and IJ^" long. Both are wound full with No. 26 s.c.c. wire. 
With the amount of inductance afforded by the primary variometer, an 
antenna with a natural wave length less than 200 meters will respond to 
wave lengths up to 600 meters. 

The dimensions of the coils L-l and L-2 in Fig. 193 can be calculated 
by the method described on pages 169 to 173. As mentioned before, the 
inductance may be one straight coil tapped at the center. For very close 
tuning the portion Z/-2, should be tapped every J/^" or so, while the re- 



* Tranamitting range. 

t Thie epace is \eft> tQ reduce the distributed capacitance at the lower wave lengths. 
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maining portion Zy-1, preferably is fitted with a "units" and "tens'' 
switch. Condenser C-1 may vary in capacity up to 0.001 mfd. For the 
shorter wave lengths capacities around 0.0003 mfd. are preferred. 

The dimensions of the coils in Fig. 194 will be given in the chapter 
on undamped wave reception. 



cTb-n 




FiQ. 106. Method of obtaining negative grid potentials without the use of a special grid battery or a 
grid condenser. 

NEGATIVE GRID POTENTIAL.— The use of the ^'C' or grid battery 
has been shown in the diagram, Fig. 179. The requisite negative grid 
potential can be suppHed by the '^A" battery as shown in Fig. 196. A 
resistance P is cut in the negative side of the A battery and by moving 
the tap T along the resistance, the grid can be held at various negative 
potentials. A resistance of 1 ohm is generally sufficient. 

INTERVALVE TRANSFORMERS.— The design of intervalve coup- 
lings for audio frequency amplification is a puzzling matter to some 
experimenters. As already mentioned the impedance of these couplings 
must at least be equal to or greater than the internal impedance of the 
valve. To save the experimenter the trouble of carrying out the neces- 
sary computations dimensions will be given of transformers that have 
been found suitable for commercial types of valves. 

^Prim, 5500 TURNS K» S2 %$.C 
ISEC. 27500 TUUKS N» 56 SS C. 



^aOOO TURMS N» 5ft ENAMELLE& \ 




FiQ. 197. Air core intervalve coupling transformer for fiudio frequency amplification. A step-up ratio 

of turns (1 to 6) is employed. 
FiQ. 198. Dimensions of a single coil coupling impedance suitable for a cascade connection of Marconi 

v. T.'s. 

Fig. 197 gives the dimensions of an air core step-up transformer 
suitable for detector and amplifier bulbs such as used by the Government. 
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The transformer is suitable for any bulb whose internal impedance is 
about 25,000 ohms. The core is a hard rubber rod ?^" in diameter and 
3J/^'' long. The primary is wound with 5500 turns of No. 32 s.s.c; the 
secondary with 27,500 turns of No. 36 s.stc. It is a good transformer 
for amplifiers in radio telephony and may be used in the circuit of Fig. 186. 
The dimensions of the coupling impedance L-3 in Fig. 183 are given 
in Fig. 198. This coil is also suitable for Fig. 185 when using the 
Marconi V. T. 
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Fig. 199. Dimensions and constructional details of the Federal Telegraph and Telephone Co.'s shell 
type of transformer suitable for inter valve couplings in a cascade circmt using Marconi V. T.'s. 

Fig. 199 gives the dimensions of a closed core intervalve transformer 
designed especially for the Marconi V. T. by the Federal Telegraph and 
Telephone Company. Because of the amplification obtainable and the 
small space it occupies this transformer is recommended to amateur 
experimenters. 

The transformer is of the shell type and is wound with a step-up ratio 
of turns. The primary and secondary coils are mounted on the middle 
leg of the core. The core is built up of '*E" shaped silicon steel punch- 
ings 14 mils in thickness. Thirty-eight pieces as shown in the detail C 
are required. 

The primary consists of 3900 turns of No. 44 enamelled wire and the 
completed coil has a diameter of about ^". The secondary, which is 
wound immediately over the primary, has 12,000 turns of No. 44 enam- 
elled wire. The d.c. resistance of the primary is 2200 ohms, and of 
the secondary 9150 ohms. 

The core punchings are compressed tightly by machine bolts passed 
through the corners. Small fiber blocks are mounted on the top of the 
core to support the binding posts for the primary and secondary terminals. 

A side view of the completed transformer is shown in the detail B, 
while A gives the general coil dimensions. These transformers give 
excellent amplifications at audio frequencies and the experimenter desiring 
a two- or three-stage amplifier giving high magnifications should use them. 
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All valves may be energized by one filament and one plate battery as in 
the diagrams previously shown. 

The experimenter will find it an extremely difiicult matter, to wind 
these coils with such fine wire and he is therefore urged to purchase 
them from the manufacturer. The Federal Company also makes an 
excellent radio frequency intervalve transformer which has been designed 
especially for the Marconi V. T. 

HOW TO DETERMINE THE IMPEDANCE OF INTERVALVE 
COUPLINGS. — ^The impedance of a circuit or coil is equal to the square 
root of the sum of the resistance squared and the reactance squared or, 



z = V i22 X a:2 (63) 

The reactance of a circuit in ohms is obtained from the expression, 
X = 2TNL . (64) 

where N = frequency in cycles 
and L = inductance in henries 



If the resistance of an intervalve coupling is measured on a Wheat- 
stone bridge and the inductance is computed or measured by any of the 
well known methods, then the impedance may be computed from for- 
mula (36) above. 

Take for example the single-layer solenoid of Fig. 198. R as meas- 
ured = 900 ohms. L as computed or measured = 20 henries (approx.). 
Hence at the frequency of 800 cycles. 



X=628+809+20 

= 100,500 ohms (approx.) 



ThenZ= V 900« X 100,5002 
= 104,024 ohms. 



It is difficult to separate the reactance and resistance components of 
the impedance of an intervalve coupling, except by a laborious bridge 
measurement. The effective impedance of the primary, when the sec- 
ondary is loaded or unloaded, may be determined by the simpler method 
shown in Fig. 199a. Here the grid circuit of the vacuum tube is con- 
nected to the secondary S of the intervalve transformer, the primary of 
which is coupled to an 800-cycle alternator. A pair of telephones P-1 
is connected in series with the input circuit. A double-throw switch S-1 
is provided. This, when thrown to the right connects the input cur- 
rent to the primary P, and to the left substitutes a calibrated 
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resistance bo:fC going up to 100,000 ohms or more. The intensity of 
signals is noted with the switch S-l thrown t<^ P, and then the switch 
is thrown the other way and the resistance varied until a signal ot equal 
intensity is obtained. The value of this resistance evidently is equal to 
the effective impedance of the transformer primary. The effective 
primary impedance may then be measured with the filament of the valve 
burning and the plate voltage and grid voltage adjusted to normal oper- 
ating conditions. 



600 CYCLE 
SOURCE 
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Fig. 199a. Method of determining the effective impedance of an inter-valve transformer. 

It will be found that the effective primary impedance of certain 
valves varies widely for different grid potentials. It may vary from a 
value of 80,000 ohms with one or two volts negative grid potential down 
to 10,000 ohms with a half volt or so positive potential. The experi- 
menter may utilize this method in determining the impedance of any 
inter- valve transformer he may happen to have at hand. 
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CHAPTER VIII 

UNDAMPED WAVE RECEIVERS— AUTODYNE AND 

HETERODYNE CIRCUITS— PREFERRED 

CIRCUITS— ROTARY CONDENSER 

RECEPTION OF CONTINUOUS OSCILLATIONS.— In amateur 
transmitters, the group frequencies of the antenna currents lie between 
60 and 400 per second. In commercial wireless telegraph transmitters, 
group frequencies up to 1000 per second are employed . A special airplane 
transmitter, developed during the war, is operated off a 1000-cycle gene- 
rator. The group frequency, in this case, is 2000 per second. The 
amplitudes of the antenna oscillations in damped wave transmitters are 
modulated at an audio frequency by the audio frequency charging current 
supplied by the high voltage transformer making it unnecessary to do 
anything more than rectify the receiver currents for response at the 
receiving station. 

* In the case of undamped wave transmitters, the successive amplitudes 
of the antenna oscillations are uniform and to obtain response in the tele^ 
phone they must be modulated at an audible frequency either by a 
''chopper'' at the transmitter or by similar or ether means at the receiver. 
The modulation of continuous oscillations is most conveniently effected 
at the receiver. The ^Hikker,''^ which is a current interrupter connected 
either in the antenna circuit or in the secondary circuit of a receiving 
transformer, is the simplest form of undamped wave detector. It takes 
the place of the crystal detector in the circuit for damped waves. 

Since the average telephone receiver gives best response when it is 
impulsed between 500 and 1000 times per second the "tikker" should be 
designed to interrupt the incoming radio frequency oscillations 500 to 
1000 times per second . The telephones will then be energized periodically 
at a suitable audio frequency as in spark telegraphy. 

The phenomena of detection with a rectifier placed in series with a 
"tikker," are shown in Fig. 200. The graph 0-1 indicates incoming 
oscillations of continuous amplitude, graph 0-2 the resulting groups when 
the incoming cycles are interrupted by a "tikker,'' graph 0-3 the rectified 
groups, and graph 0-4 the approximate telephone current. If the "tik- 
ker" interrupts the circuit 1000 times per second, 1000 groups of damped 
oscillations will flow in the receiving circuits where they are rectified by 
the crystal. The telephone will be impulsed 1000 times.* 



*For more detailed explanation of the problems involved in the transmission and detection of -damped 
and undamped oscillations, the reader should read the introduction of the author's "Vacuum Tubes in 
Wireless Communication." 

242 



Digitized by 



Google 



Undamped Wave Receivers 



243 



0-1 



0-2 



0-3 



0-4 



-i^ SECOND 



aAAAA 




A. 



aAAAA 



RADIO 

PREOUENGY 

GROUPS 



RECTIF1Q> 
OROUPSt 



CURREHI 



Fio. 200. Graphs showing the phenomena involved in the detection of undamped oscillations by means 
of a "tikker" with a rectifier in series. 




PHONES 



Fia. 201. Fundamental circuit for the Poulsen "tikker.** 

A simple circuit for the Poulsen '^tikker'' is shown in Fig. 201 which 
also gives a rough idea of its construction. In this case, it is a form of 
a commutator interrupter. Connection to the disc D is made by the 
brush B and the second brush A makes contact with the copper segments. 
The graphs in Fig. 200 do not show the phenomena involved when the 
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"tikker" is employed without a series rectifier. The only value of the 
rectifier is that it tends to smooth out the note in the head telephone. 

The primary and secondary coils of a receiving tuner to be suitable 
for the tikker should be made of low resistance conductor such as Lit- 
zendraht. The telephone condenser C-2 should have rather high capacity. 
Values of 0.01 mfd. are often used in practice. 




Fia. 202. The "slipping contact" detector — a modified type of "tikker." 

Another type of tikker or undamped wave detector is the *^ slipping 
contacV^ detector shown in Fig. 202. While the drawing shows the essen- 
tials of construction the design may be varied in many ways. The disc 
or wheel W is mounted on the shaft of a small motor. One terminal of 
the secondary circuit is connected to the disc through the brush i?-l and 
the second terminal to the binding post D which supports an elastic 
piece of steel or copper wire B bearing lightly on the wheel W. When 
the motor is in operation, the wire B forms a contact of variable resistance 
which, during reception, varies the telephone current accordingly. 

The slipping contact detector gives a slightly clearer note than the 
tikker of Fig. 201. Both types are efiicient and will permit undamped 
wave reception over comparatively long distances. The chief objection 
to the tikker is the poor note which it produces in the head telephone. 

HETERODYNE RECEIVER.— As already explained, in continuous 
wave reception it is necessary to modulate the amplitudes of the incoming 
oscillations at audible frequencies at a rate suitable to the head telephone. 
Although the tikker provides a simple means of obtaining such modula- 
tion, it is done much more effectively by the so-called heterodyne receiver. 
The operation of this receiver is based upon the interaction of two alter- 
nating currents of different frequencies. It can be shown that if an 
alternating current of 50,000 cycles per second, for example, flows through 
a given circuit and if there is superimposed on the circuit another current 
of a frequency of 49,000 cycles per second, the result will be a so-called 
^^heaV^ current with a frequency equal to the numerical difference of the 
two applied frequencies or 1000 per second. This principle is extensively- 
used in undamped wave reception. 
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Take for example, the ordinary receiving circuit for damped wave 
reception; if the frequency of an undamped signal is 50,000 cycles and a 
detector circuit with a simple rectifier be employed, uni-directional pulses 
of radio frequency will pass through the telephone receiver without emit- 
ting a sound . But if the incoming oscillations interact with a locally gene- 
rated current of say 49,000 cycles 1000 beat currents will be set up in 
the receiver circuits and the amplitude of the d.c. pulses flowing through 
the head telephone will rise and fall 1000 times per second. 
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Fig. 203. Graphs showing the ftmctiomng of the "beat" or heterodyne receiver. 



The characteristic phenomena of the beat receiver are best explained 
by the graphs of Fig. 203. Graph 0-1 represents a few cycles of incoming 
continuous oscillations, and graph 0-2 indicates the cycles of a locally 
generated radio frequency current differing slightly in frequency from the 
current of the incoming signal. The graph 0-3 indicates the resulting 
beat currents which are radio frequency cycles with amplitudes varied 
at audible frequencies. The reader must bear in mind that the indi- 
vidual cycles of each group of beat currents occur at radio frequencies 
and that in order to obtain audible response they must be rectified as 
shown by the graph 0-4. The periodic telephone current is shown by 
the graph 0-5. 

In an earlier form of the beat receiver the local radio frequency cur- 
rents were generated by a Poulsen arc generator or a high frequency 
alternator, but the vacuum tube generator is employed in modern systems. 
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The vacuum tube generator is more suitable for this purpose than the 
Poulsen arc because it is less diflScult to obtain oscillations of any desired 
frequency with the tube than with an arc generator. A tube generator 
will oscillate steadily at frequencies from one cycle to 10 million per 
second whereas the oscillations of the arc are apt to be rather unstable 
at the higher frequencies. 
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Fig. 204. Circuits of the external heterodyne using a vacuum tube generator as the source of local 
oscillations. 

A practical circuit for the heterodyne receiver is shown in Fig. 204. 
It is often called the external heterodyne because the local oscillations are 
generated by a source external to the receiving circuits. The tube gene- 
rator is shown in the left hand part of the drawing. The right hand part 
of the drawing shows the circuits of a vacuum tube detector. L-1, L-2 
is a tuning transformer and C-1 a shunt variable condenser. The grid 
battery and potentiometer are connected in series with the grid circuit 
and are shunted by a fixed condenser C-2. The grid battery is employed 
to maintain the grid at some negative potential most suitable for the 
detection of beat currents. If the Marconi V. T. is used in this circuit a 
grid condenser and grid leak may be employed instead of the grid batteiy . 
The remainder of the circuit is no different from the detection circuits 
previously outlined. 

It may prove helpful to explain how the vacuum tube (to the left of 
the drawing) generates radio frequency currents. It will be noted that 
the grid and plate circuits are coupled through the coil L which has a tap 
at the center. The upper half of L is the plate circuit inductance and 
the lower half of L the grid circuit inductance. C is a variable condenser 
which in reality is shunted around the coil L; that is, it is common to both 
the grid and plate circuit inductance. The operation of the tube circuit 
is practically as follows: Assume that the potential of the battery BA 
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is varied by any means: the intensity of the field surrounding the coil L 
is changed and an e.m.f. will be generated in the coil which will tend to 
increase the charge in the condenser C. C will then discharge through 
the coil L setting up radio frequency oscillations. Since the grid element 
G is tapped off a portion of the coil radio frequency potentials will be im- 
pressed upon the grid. The fluctuating grid potential will in turn vary 
the plate current and amplify the plate oscillations. Through the 
coupling afforded by the coil L, a still greater oscillating voltage is im- 
pressed upon the grid which will increase the amplitude of the plate 
oscillations until the limits of the tube and circuits are reached. 

Practically all tubes will oscillate in a circuit of this kind, but the 
best results are obtained from tubes whose characteristic curves show a 
steep slope. With such tubes small changes in grid voltage will cause 
relatively large changes in the plate current. 

A convenient voltage for generating powerful oscillations with the 
Marconi V. T. is about +300 volts on the plate, and a grid voltage of 
about — 18. The grid may be held at this negative potential by the grid 
battery, or the same result will be obtained by the use of a condenser and 
an adjustable grid leak. The Marconi V. T. will oscillate at much lower 
plate voltage with sufficient intensity for beat reception. 

When the taps on the coil L (one leading to the plate and the other 
to the grid) are set at some value of inductance and the capacitance of 
the condenser C is varied some upper value of capacity will be found at 
which the tube will cease to oscillate. The inductance in the plate and 
grid circuits must then be increased until oscillation is obtained. The 
correct proportions of inductance and capacitance are readily found by 
trial. 

The best results are obtained with the circuit in Fig. 204, when the 
primary and secondary circuits are tuned to the desired wave length by 
a wavemeter. The wavemeter should be excited by a buzzer and its coil 
placed in inductive relation to the earth lead of the receivers say at the 
coil L-3. The inductance and capacitance in both the primary and 
secondary circuits of the detector tube should then be varied until maxi- 
mum response is obtained from the buzzer indicating that the receiving 
set is tuned to the desired wave length. 

When adjusting the receiver by trial the operator should first ascertain 
if possible whether the station desired is actually sending. He should 
then light the filament of the generator tube and adjust the voltage of the 
plate battery to normal operating values. The taps on the coil L should 
be placed where the tube will oscillate at a radio frequency slightly off the 
frequency of the incoming signal. The capacitance of condenser C may 
then be varied until a musical note is heard in the head telephone. 
From the heterodyne principle outlined above it is obvious that the 
frequency of the beat note can be varied over a considerable range. By 
varying the local frequency the operator can then produce a pitch suitable 
to his ears. Not only does the beat receiver permit the pitch of the 
note to be varied over a wide range of tones, but the heterodyne principle 
itself affords a marked degree of selectivity. 

Assume, for example, that when the frequency of the incoming signal 

is 50,000-cycles per second, and the local generator is set at 49,000- 

• cycles, an interfering signal is received whose frequency is 49,500-cycles. 
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The 50,000-cycle signal will produce a 1000-cycle beat note, and the 
49,500-cycle signal a 500-cyele beat note. If the frequency of the local 
generator be then set at 49,500-cycles, a zero beat note will result from 
the interfering station, and a 500-cycle beat note from the station desired. 

The circuit for the external heterodyne in Fig. 204 is recommended 
for experimental use. If an 8-stage, resistance-coupled amplifier pat- 
terned after that shown in Fig. 184 is employed instead of the single 
detection bulb shown in that diagram, undamped wave signals can be 
received over several thousand miles on small frame aerials consisting of 
a few turns of wire wound on a frame 4 or 5 feet square. 

The external heterodyne has a distinct advantage over the autodyne 
receiver which we will now describe. In the former the frequency of the 
beat note can be varied over a wide range without changing the tuning of 
the circuits of the detector bulbs; whereas with the autodyne circuits, the 
pitch of the beat note can only be changed by changing the tuning of the 
detector circuits. 

To make up a practical circuit like the one in Fig. 204 the experimenter 
may select primary and secondary coils for any desired range of wave 
lengths from the table Fig. 134. For very long wave lengths, say 18,000 
meters, loading coils should be connected in series with L-2 and L-1. 
The requisite inductance for the coil L (for long wave lengths) will be 
about 75% of that required in the secondary circuit (including the loading 
inductance). For stable oscillation the capacitance of the condenser C 
should not exceed 0.001 mfd. Suitable dimensions for a long wave tuner 
are given in design No. 5, Fig. 134. 



soaooo Ohms^ 
.0005 M.p>^ \ Marconi V.T 




Fig. 205. Modified ultra-audion circuit for the reception and detection of undamped oscillations*. 



♦This circuit sometimes functions with increased sensitiveness when a tickler coil having approxi- 
mately 75% of the secondary inductance is placed in series with the plate circuit and in inductive rela- 
tion with the secondary coils L-3 or L-4. In one type of Navy tuner using substantially this circuit the 
condensers C-4 and C-5 are made up into one condenser having two sets of fixed plates and one set of 
moving plates. The plates are so mounted that as the capacity on one side increases, the capacity on 
the other decreases. The rotating element is also mechamcally connected with the tickler so that the 
ratio of the grid side capacity to the plate side capacity is varied irt such a way as to maintain oscilla- 
tions. Since an increase of capacity on one side is accompanied by a decrease on the other side the tun- 
ing corresponding to any particular setting of the condenser C-X is unaffected. 
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CIRCUITS FOR UNDAMPED WAVE RECEPTION.— As we have 
said, the circuits in Fig. 187 to 195 are applicable to undamped wave 
reception. The circuits following, Figs. 205, 206 and 207, are particularly 
suitable for such reception at long wave longths. 

Fig. 205 is a modified ultra'audion circuit employing electrostatic 
coupling between the grid and plate circuits. It is claimed that with this 
circuit no difficulty is encountered in obtaining beat reception over a wide 
range of wave lengths. Fig. 206 is a simple Armstrong regenerative circuit 
with inductive coupling between the grid and plate circuits. Regen- 
erative coupling is provided by the tickler coil L-5 which is in inductive 
relation to the secondary coil L-4. Fig. 207 is WeaganVs X circuity 
recommended to the beginner because it is easily adjusted and very 
stable. Although an auto-transformer L-2 is used as a coupler, inductive 
couphng may be used as* well. 

Coming now to the dimensions of the various coils. Design No. 5, 
Fig. 134 gives the dimensions of inductances suitable for the three circuits 
shown. It is not essential that these dimensions be duplicated. Coils of 
smaller diameter and greater length will do as well provided the necessary 
inductance is obtained. We find from Fig. 134 that the antenna coil L-1 
in Fig. 205 is 7" in diameter, 24" long wound with 923 turns of No. 24 
d.s.c. The primary coil Z/-2 is 7" in diameter, 14" long, wound with 
532 turns of No. 24 d.s.c. The secondary coil L-3 is 6" in diameter, 
14" in length wound with 742 turns of No. 28 d.s.c. Coil L-4 is 6" in 
diameter, 24" long, wound with 1856 turns of No. 32 d.s.c. 

The maximum capacitance of the variable C-1 is 0.0005 mfd. C-2 
varies between 0.0001 and 0.0005 mfd. C-3 is of fixed capacity — about 
0.0005 mfd. CA is fixed and its capacity. about 0.001 mfd. 

L-1 is tapped every two inches, L-2 every half inch, or the latter may 
be fitted with a "tens" and "units'' switch. The units switch for example, 
should have 20 taps, with each tap connected to a single turn. The tens 
switch should have 25 taps each taking in 20 turns. The last tap obvi- 




Fig. 206. Regenerative receiver with "tickler" coupling for the reception and detection of undamped 
oscillations. In some cases the condenser C-3 should shunt the plate battery and the head telephone. 
The condenser C~4 is of value with some designs. 
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ously will need to have 20+ 12 « 32 turns. Coil L-3 may be tapped 
every 2"; similarly coil LA, For wave lengths above 15,000 meters a 
gmall variable condenser should be shunted around L-1 and L-2. For 
the Marconi V.T. the grid leak R has 2 megohms resistance. The A 
battery is of 4 to 6 volts, the B battery 60 volts. 

For the circuit in Fig. 206, L-1, L-2, L-3, L-4 have the same dimen- 
sions as in Fig. 205. The tickler coil Zr-5 should have approximately 
75% of the total inductance of the secondary circuit, for long wave 
lengths. It may be shunted by a small variable CA of 0.0005 mfd. 
Some designers wind the turns of L-5 in grooves on a narrow drum which 
just fits over the end of LA. The turns are wound in multilayers. 
Three taps should be provided for L-5. These will be suflScient for the 
range of the longer waves uged commercially. 

The coils LA and L-5 need not necessarily be mounted coaxially. 
Sufficient coupling is generally provided if the coils fire stood on end 
pear one another. The connections must be made so that the current 
alternates through L-5 in the direction to assist the oscillations in the 
grid circuit, and not to oppose them. 




FiQ. 207. Weagant's "X" circuit for undamped wave reception. This is an excellent circuit for recep- 
tion at long wave lengths. 

For the '^X*' circuit of Fig. 207 the coil L-2 has the same dimensions 
as the primary in Figs. 206 and 207. L-5 should have the same dimen- 
sions as L-4, viz., O*' in diameter, 24" long, wound with No. 32 d.s.c. 
L-1 has the same dimensions as in Fig. 206. 

Beat reception may be obtained in the "Jf circuit without coupling 
between L-4 and L-5. but it is an advantage with some valves to place 
these coils in mutual relation. The principal tuning in the circuit of 
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Fig. 207 is done at the variable condensers C-1 and C-3. The antenna 
circuit is tuned at L-1 and Z/-2. 



/^ •'^- •'"^"• 



/'"'■••s 



Fig. 207a. Grebe type CRT long wave receiving set. Range 500 to 20,000 meters. 

If the beginner is not well versed in the manipulation of beat receivers, 
he should use the circuit of Fig. 191, for in order to establish resonance 
with a transmitter it is only necessary to change the inductance of L-l 
and the capacitance of C-1. 




Fia. 207b. Showing the arrangement of the apparatus in the Grebe long wave set. 

DEFOREST HONEYCOMB INDUCTANCES.— These coils were 
developed by R. F. Gowen and mark a distinct advance in the design of 
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tuning inductances. They are exceedingly compact and portable, and 
the losses are lower than in any other multilayer coil yet devised. They 
are suitable as primary y secondary and 'tickler*' coils and make excellent 
inductance elements for wavemeters. 





Fio. 208. Deforest honeycomb coils attached to a special three-coil mounting which permits them to 
be used as a receiving set. These coils may be obtained in various sites suitable for reception at all 
wave lengths between 200 and 25.000 meters. 

The winding of the honeycomb coil is peculiar in that it approximates 
a banked winding in one direction. The finished coil is cellular j the 
turns of one layer crossing the preceding layer always at an angle. This 
construction reduces the distributed capacitance to a minimum. One of 
these coils made of standard "litz," with a natural period of 1725 meters, 
had a direct current resistance of 20.4 ohms and a high frequency resist- 
ance at 23,500 cycles of only 33.5 ohms. This particular coil had an 



TABLE XIV 





Wire 


Millihenries 

Inductance 

Approx. 


Approx. wave, length range fai 

meters with ordinary 0.001 mfdk. 

variable air condenser 


L- 25 


No. 24 S. C. 


.040 
.075 
.15 
.3 
.6 
1.3 


170- 375 


L- 35 


200- 515 


L- 50 


240- 730 


L- 75 


330-1030 


L- 100 


45(H 1460 


L- 150 


660- 220* y 


L- 200 


No.25 S. C. ^ 


2.3 
4.5 
6.5 

11. 

20. 


860- 2850 
1120-4000 


L- 250 


L- 300 


1340- 4800 


L- 400 


1860^ 6300 


Ir- 500 


2340- 8500 


L- 600 


f 
No. 28 S. S. 


40. 

65. 
100. 
125. 
175. 


2940-12000 


L- 750 


3100-15000 


L-1000 


5700-19000 


L-1250 


5900-21000 


1^1500 


7200-25000 



All cons have an inside diameter of 2", a width of 1', an outside diameter varying from 2^' to 4)4'. 
These coils may be obtained wound with either litzendraht or solid wire. 

Fio. 208a. Giving the catalogue numbers and other data for honeycomb coils to cover definite ranges 
of wave length. 
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HONEYCOMe COIL»- 







-mm- 



ci' Titz; 






FJGURC 203 A 




H0NEYC0M5 COILS 




FIGURE 209 C 



-=" FIGURE 209 D 



Fio. 209a. Three honeycomb coils used as an inductively coupled tuner with inductive regenerative 

coupling between the grid and plate circuits. 
Fig. 209b. Modified circuit forthe honej'comb coils wherein two coils are used as an antenna'variometer. 
Fig. 209c. A circuit providing direct coupling between the antenna circuit and detector circuit. Two 

honevcomb coils are used as a variometer. 
Fig . 209d. Simple regenerative circuit for reception of short or long waves. Two honeycomb coils used 

at a variometer provide regenerative coupling and are employed to vary the wave length. 
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inductance of 64.5 millihenries and oscillated at 15,250 meters when 
shunted by 0.001 mfd. The advantage of such coils over the more 
common types will be readily understood from the following. 

A single-layer solenoid for long wave lengths, as is apparent from 
Fig. 134, is a cumbersome affair and requires a great deal of space for 
mounting. A plain multi-layer winding is out of the question for radio 
reception at long wave lengths because of the excessive self -capacity of 
such coils. To reduce the self -capacity of multi-layered coiis the turns 
are banked as explained on page 201, The construction of a banked coil 
presents many difficulties to the unskilled builder and hence he is apt 
to resort to the more readily constructed single layer solenoid. 

The former chief objections to multi-layered coils as regards losses, 
etc., have been done away with in the Deforest cellular coil. In addition 
the honeycomb inductance provides a notoriously small coil even for the 
longest waves. 

Fig. 208 will give the reader an idea of the assembled coil and also 
a special mounting which has been devised so that three coils may be 
used as a receiving coupler for damped or undamped wave reception. 
Representative circuits for their use will follow. It is to be noted that 
the coils are of fixed inductance and wave length variation is secured by 
either a shunt or a series condenser. 

From the table Fig. 208a the amateur is enabled to select coils 
suitable for the range of the wave lengths which he desires to cover. 

The experimenter may devise numerous circuits for either the two- 
coil or three-coil mounting. Fig. 209a is a regenerative "tickler" cir- 
cuit to which the honeycomb coils are admirably adapted. Coil L-1 is 
the primary which is shunted by the variable condenser C-1, L-2 is the 
secondary shunted by C-2. The tickler coil L-3 is connected in series 
with the plate circuit. The standard three-coil mounting permits the 
coupling between L-1 and I/-2, and between L-2 and L-3 to be readily 
changed. 

For best results the tickler Zr-3 should have from 35% to 75% of the 
inductance of I/-2. The variable condenser C-4 (in dotted lines) may 
be shunted around B alone or around B and P. 

The proper coils for definite ranges of wave length with any circuit 
can be selected from the foregoing table and the table following. For 
reception from high power stations operating between 8,000 and 15,000 
meters, with an antenna of 0.001 mfd. the coil in the table marked L-600 
has about the correct inductance for the primary L-l of Fig. 209a. 
Either L-750 or L-1000 is about right for the secondary L-2, and Ir-300, 
L-400, or L-5()0, for the tickler coil L-3. 

To ascertain the size of an antenna coil for a definite range of wave 
lengths, the amateur may first measure the capacitance of his antenna 
according to the process described on pages 169 to 173 . He mey then select 
a suitable loading inductance for any wave length from the foregoing table, 

using the relation x= 59.6 VL C or L = ^ * In these formulae 

L is expressed in centimeters and C in microfarads. The formulae, 
for all practical purposes, apply to the antenna circuit as well as to the 
closed circuit. 

If desired the identical coili can be used for the primary and secondary. 



Digitized by 



Google 



Undamped Wave Receivers 



255 



If by this selection the primary proves too large for resonance with a given 
transmitter, the wave length can be lowered by a series variable con- 
denser. The best method is to connect a switch in the circuit so that 
the. condenser C-1 can be placed either in series or in shunt with the 
primary lr-1. 

In the modified circuit Fig. 2096, L-1 and L-2 are used as a vario- 
meter and the antenna wave length is varied by changing their mutual 
inductive relation. When the coils are close together and the current 
circulates through them in opposite directions their total self-induction 
will be a minimum. If the connections to one coil are reversed their self- 
induction will be a maximum. When the coils are placed at any angle 
the inductance of the variometer varies accordingly. This diflFerential 
mounting of the coils plus the frequency variation afforded by the shunt 
condenser C-1 gives a considerable range of wave lengths. 

The secondary circuit of Fig. 2096 is the uUra-audion circuit. The 
terminals of the secondary tuning coil are connected to the grid and plate 
of the Marconi V. T. rather than to the. grid and filament. For 2600 
meter reception, L-3 may be the coil marked L-300 for a shunt condenser 
of 0.0005 mfd., and L-1 and Zr-2 may each be the coil marked L-lOO or 
L-160. Lrl and L-2 each has less inductance than Z/-3, for the maxi- 
mum inductance of Zr-1 and I/-2 used in this way is very much greater 
than that of either coil alone. 

Fig, 209c is a simple detection circuit in which the honeycomb coils 
I/-1 and Zr-2, are used again as a variometer. A single coil, with a series 
antenna condenser will suflSce for some ranges of wave length. 

Fig. 209d is the Stern's circuit which has been shown before. The 
coils L-1 and Zr-2 are used as an antenna variometer. For very long 
waves each may be the coil marked L-1000. For long wave reception 
with very small aerials, the coils Z/-1500 or Z/-1250 should be used. 




Fia. 209e. Differential circuit for interference prevention utilizing three honeycomb coils. 
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Kg. 2096 is a differentia) circuit for interference prevention which has 
been found of some value. For moderate wave lengths, coils L-1, Zr-2 
and I/-3 may be identical. The primaries should at least have the same 
inductance. The experimenter can effect numerotis other combinations 

It is not difficult for the experimenter to select the proper secondary 
coil for any range of wave lengths as all the necessary data appears in 
the foregoing table; but he should use wisdom in selecting the primary 
coil as is shown in the following brief discussion. 

Assume, as an illustration, that with an inductively coupled set the 
maximum wave length desired is 15,000 meters: Coil Z/-750 will be 
satisfactory for the secondary, although if a secondary condenser smaller 
than 0.001 mfd, be available, coil L-1000 or L-1250 should be used. To 
point out the possibility of error in the selection of a primary coil 
assume that L-750 has been selected. If the capacity of the amateur's 
aerial is 0.001 mfd, the shortest possible wave length in the antenna circuit 
without a series condenser with this coil will be 15,000 meters. In that 
case it would be preferable to select a smaller coil for .the primary, say 
L-600 or one even smaller, so that a shunt primary condenser may be 
used for tuning purposes. Consideration of the facts presented in the 
chapter on receiver design will show the amateur how to make the neces- 
sary computations for these circuits and enable him to select the coirrect 
coil for any conditions of service. 

The table following. Fig. 209/, will be of particular interest to the 
amateur. It shows the proper coils for the circuit of Fig. 209a, to cover 
all existing wave lengths. The capacitance of the antenna is assumed 
to be 0.0006 mfd. the capacitance of the primary condenser 0.001 mfd. 
and of the secondary condenser 0.0005 mfd. 



TABLE XV 





Wave Lengths 


Number of coil 


Type of Signals 


Primary 
Coa 


Secondary 
Coa 


Tickler 
CoU 


Amateur 


140- 240 


L- 25 


L- 25 


L-35 






Commercial / 


550- 700 
900- 1400 


L- 75 
L- 100 


L- 100 
L- 150 


L-50 or L-75 
L-75 or L-lOO 


Aiiington Time Signals 


1650- 2750 


L- 300 


L-300 


L-lOO 


High Power | 


8000-15000 
10000-20000 


L- 600 
I^IOOO 


L- 750 
L-1250 


L-300, or L-400, or L-500 
L-300, or 1^400, or 1^500 



FiQ. 209f. Giving the catalogue number of honeycomb coils for use in the circuit of Fig. 209a for definite 
ranges of wave length. 



ROTARY CONDENSER— The method devised by the author 
utilizes a specially constructed rotary condenser mounted on the shaft 
of a small d.c. or a.c. motor. The condenser should be designed to throw 
the circuits in and out of resonance, say 350 to 600 times per second. 

Connected in the circuit of Fig. 210a, the rotary condenser functions 
as follows: When the condenser C-2 passes through the value of capacity 
necessary to establish resonance, currents flow through the rectifier D 
and the head telephone P. When the condenser passes through values 
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of capacity off resonance the amplitude of the currents in the detector 
circuit is decreased. Hence the telephone is energized periodically at 
an^ audible frequency, which Is determined by the number of resonance 
points passed per second. 




iJ X 



^ . 



^ 



Fig. 210a. A rotary condenser used as a detector of undamped oscillations as first employed by the 
author. 

In practice, the I'otary condenser is shunted by a small stationary 
variable condenser. The capacity of the latter is adjusted near to reson- 
ance and the rotary condenser will give the required increase of capacity 
to establish resonance.* The correct proportions between the two 
capacities are found by trial. 

- The condenser C-2 must be insulated from the shaft of the driving 
motor and the motor enclosed in a metal box grounded to earth, for 
otherwise inductive interference will be obtained in the head telephones. 




Vvyvvw ^'^ 

Fig. 210b. Amplification circuit for the rotary condenser devised by the author. 

Fig. 2106 shows one circuit devised by the author using a 2-electrode 
and a 3-electrode valve for detection and amplification. The 2-electrode 
valve rectifies the groups of radio frequency currents which are produced 



♦The stationary condenser may be set for resonance and the rotating condenser employed to throw 
the circuit out of resonance at fin audible frequency. 
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by the rotating condenser and audio frequency voltages are therefore 
impressed across P, and transferred to S after which they are amplified 
by the 3-electrode valve. The batteries B-2 and S-3 are employed to 
adjust the grid potential and plate voltage of the 3-electrode and 2-elec- 
trode valve, respectively, for maximum amplification. 




TO BRUSH 



}600-«000 KfXk 

A.C. OH 




Pio. 210c. Showing the construction of a rotary condenser suitable for undamped wave reception. 
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Fig. 210c is a suggested plan of construction for the rotary condenser 
and Fig. 210d a detail of the motor shaft mounting. Two stationary 
condenser plates connected in parallel are arranged at 8 points around a 
circle and mounted on a fibre base. They are connected together with 
a wire leading to a binding post for connection to one terminal of the 
secondary of the tuning circuit. The rotor R, consisting of two plates 
of substantially the same dimensions as the stationary plates, is mounted 
on the shaft of the motor by the sleeve S. Contact with the rotor is 
made by the screw point J?i which engages the end of the rotor shaft. 
Ri is supported by the brass binding post B-1 and the stationary plates 
by the fibre base and support B (see side view). The remaining details 
are left to the builder. The motor should rotate at least 4000 r. p. m. 



-ROTOR PUTES 




$ET SCRfW 



OCTAIL OF SHAFT AND ROTOR 
MOUNTING 

Fig. 210d. Details of the rotor shaft and clamps. 



Because of the high speed of the rotor the construction should be 
rigid. The plates on the rotor should by no means be soldered to the 
sleeve S. They are preferably clamped between two rings as shown in 
the detail Fig. 210d. An insulating coupling between the motor and 
the rotary condenser is shown at Hy Fig. 210c.^ • 

The preliminary adjustment is less diflScult if one variable condenser 
is connected in series with the rotary condenser and another in shunt. 
This permits a closer regulation of the variation of capacity around the 
point of resonance than can be obtained by the rotary condenser alone. 

A rotary condenser of modified construction is shown in Fig. 2106 
and it will be seen from this that the construction is similar to a rotary 
spark gap. The rotor B is a solid brass casting. The face of the tips 
of both the stationary electrodes A and the rotating electrodes on B are 
about 1 '^ square. They should not be separated more than 0.01 ". ^ The 
disc must be insulated from the motor shaft. The maximum capacitance 
between all opposing surfaces is about 20 mmfds. which gives sufficient 
variation around the point of resonance to make undamped signals audible. 
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Fxa. 210e. A rotary oondenaer of modified deagn. 

The design shown in Fig. '210e is substantially the author's idea as 
•worked out by the U. S. Navy and used on their radio compass sets. 
As used by them it is called a tone condenser but it is employed as shown 
in the author's original patent specification. The rotor is mounted on 
a jack shaft having a variable speed pulley which in turn is belted to 
another variable speed pulley which is driven by a motor through a 
flexible cable such as used on speedometers. There are ten opposing 
surfaces and the rotor is driven 6000 r.p.m. The use of this condenser 
is absolutely essential in undamped wave reception at short wave lengths 
between 50 and 400 meters where the heterodyne ordinarily would be 
employed. The operation of the beat receiver at very high frequencies 
is attended by great difliculties for the slightest change of capacitance in 
the circuits will throw the beat note beyond the Umits of audibiUty. In 
the rotary condenser method the incoming oscillations are modulated at 
an audible Irequency, mechanically, making reception independent of 
any slight changes of frequency. For short wave lengths a capacity 
variation of 20 micromicrofarads is suflicient to produce signals, but for 
the longer waves used by high power stations a rotary condenser of 
higher capacity such as shown in Fig. 210c is essential. The design in 
Fig. 210e is appropriate for undamped reception at 200 meters, using, 
say, a vacuum tube transmitter. 
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CHAPTER IX 

UNDAMPED WAVE TRANSMITTERS— WIRELESS 
TELEPHONE TRANSMITTERS—MODULA- 
TION CIRCUITS— COMBINED DAMPED 
AND UNDAMPED WAVE BULB SETS 

The principle of the vacuum tube generator has been explained in 
connection with the heterodyne receiver. The fundamental circuits of a 
tube generator are shown in Fig. 211. Any variation of voltage at the 
B battery will cause the circuit L-2, C to oscillate at a radio frequency 
governed by the product of L-2, C L-1 is then subjected to radio fre- 
quency potentials which vary the grid potential and amplify the plate 
oscillations. This process will continue as long as conditions in the circuit 
remain constant. It sometimes aids in securing stable oscillation to place 
one of the taps so that it will include a few turns of L-1. 

The purpose of the grid condenser in this circuit is to maintain the 
grid at a favorable negative potential, the magnitude of which is governed 
by the variable resistance leak R, Values between 15,000 and 25,000 
ohms will be suitable for the average valve. 

It should no\/ be clear that if the condenser C be replaced by an aerial 
and earth wire, radio frequency currents will flow in the antenna system, 
and the tube may be used for the transmission of telegraphic and tele- 
phonic signals. 

For telephony the antenna oscillations are modulated by a microphone. 
For telegraphy by damped oscillations, the antenna oscillations are modu- 
lated at audible frequencies by a buzzer which may be connected in the 
earth lead. For telegraphy by undamped oscillations, a key may be placed 
in the earth lead or in shunt to a few turns of wire connected in the earth 
lead. Signaling is then effected by varying the wave length as in arc 
systems. 

A tube generator constructed in accordance with the diagram in 
Fig. 211 will be found extremely useful around the laboratory as a 
source of steady oscillations of any desired frequency for measuring pur- 
poses or for beat reception. (Note also the slightly modified circuit. Fig. 
218.) 

A single Marconi V. T.* operating on 20 to 80 volts plate battery is 
suitable for work which requires small amounts of energy, as in radio 
receiving investigations, or for the production of local oscillations in the 
external heterodyne system. For use in calibration work where sufficient 
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energy is required to actuate a thermo-couple and a reflecting galvan- 
ometer, three tubes in parallel, operating on about 500 volts plate battery 
are desirable. As an indicator in such work, a heater type thermo-couple 
galvanometer of about 1 ohm heater resistance with reflecting galvan- 
ometer of about 12 ohms resistance (and a 4 to 5 second period) are rec- 
ommended. 

Very accurate radio measurements can be carried on with such an 
outfit. Where it is desired to actuate a portable instrument such as a 
hot wire milliammeter or a Weston thermogalvanometer, four tubes in 
parallel and plate voltage of about 200 are recommended. 



'%"T" 




Fia .211. A Marconi V . T . connected up for the production of radio frequency oscillations for measurement 
purposes or for other uses around the laboratory. 

AMATEUR WIRELESS TELEPHONE TRANSMITTER— A radio- 
phone set designed for use with an antenna of about 0.0004 mfd. and 
utilizing three Marconi V. T.'s in parallel is shown in Fig. 212. Although 
three tubes in parallel are indicated it is possible to use one or two 
tubes in the same circuit as well. *This circuit is perhaps the most 
eflScient one that can be devised for the Marconi V.T.for transmission 
at short wave lengths. The amateur experimenter can easily construct 
all of the component parts. His chief diflSculty will be to obtain the 
necessary plate voltage. 

In the diagram, G is a d.c. generator of from 100 to 600 volts. Three 
hundred volts is a good working value for amateur transmission but 
increased antenna current will be obtained with higher plate voltages. 
The generator G is shunted by the condenser C-3 of one mfd. capacitance, 
which tends to smooth out the commutator ripple of the generator. Two 
standard two mfd. telephone condensers connected in series will prove 
satisfactory. 

The condenser C-1 connected in series with the earth lead and the 
grid condenser C-2 each have a capacitance of 0.0003 mfd. Either mica 
or air condensers may be employed. For condensers with air spacings 
between plates there should be a separation of y^" between the plates 
to prevent sparking. The leak R^ should have resistance of approximately 
12,000 ohms. A wire resistance unit of this type may be purchased 
from the Ward-Leonard Company. Carbon rods are not very suitable 
for this purpose as they have a tendency to vary their resistance. 

Continuing the description of the circuit, M is a standard low resist- 
ance microphone such as used in wire telephony, which is shunted by coil 
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Fia. 212. Wireless telephone transmitter designed for use of the Marconi V. T. and to be operated at 
the wave length of 200 meters. Ranges up to 50 miles are obtainable with a detector and two-stage 
amplifier at &e receiving station. (Note. — ^The positive side of the A battery should be grounded 
to earth.) 

LrS consisting of 10 turns of No. 18 bare wire, wound on a tube 2*^ in 
diameter. The turns are spaced >^'^. The function of the coil LS is 
to shunt a portion of the antenna current around the microphone as it 
is not necessary to pass the entire current through it. 

For telegraphic transmission by undamped waves a key may be 
placed directly in series with the antenna circuit. For damped wave 
transmission, switch S is thrown to the right, connecting the breaker 
contacts of the buzzer B in series with the antenna circuit. If the 
buzzer interrupts the antenna currents 500 times per second, 500 groups 
of damped waves will be radiated from the antenna. This makes the set 
of more practical use for communication, which by this arrangement can 
be established with receiving stations fitted with detectors which are only 
suitable for the reception of damped waves. 

The coils of the transformer L-1 and L-2, which are in variable 
inductive relation, have been designed to ''adapt'' the antenna circuit 
to the output circuit of the tubes, thus giving the maximum degree of 
efficiency. Maximum antenna current will be obtained for some definite 
coupling which may be found by trial. 

The coil L-1 is wound with 20 turns of No. 18 annunciator wire 
on a cardboard tube 5>^'^ in diameter and it is tapped every second 
turn. Coil L-2 is wound with 60 turns of No. 18 annunciator wire on 
a tube S'^ in diameter. Maximum antenna current is usually found 
with the coU L-2 placed inside of L-l, i.e., with close coupling. 
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The preferred process of tuning this set is to vary the turns on L-1 
until the desired wave length is obtained. Then adjust the coupling 
between L-1 and L-2 until maximum antenna current is obtained, as 
noted by the aerial ammenter A-1 . The meter should have a maximum 
scale reading of 1 ampere. A simple hot wire ammeter will do, but a 
thermo-couple type of ammeter is preferred. As a preliminary test of 




^ too 

Pro. 213. Showing the antenna currents to be expected from the set in Fig. 212 with antennae of several 
■ . capacities and resistances. 

the ability of the transmitter, to observe when good modulation is ob- 
tained, a receiving set may be set up within a few feet of the transmitter. 
At the wave length of 200 meters fifty miles can be covered in favorable 
locations. 

The antenna currents to be expected with aerials having capacitances 
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between 0.0002 and 0.0005 mfd. and antenna resistances of 4, 8, and 12 
ohms are shown in the curves of Fig. 213. It will be noted that with a 
plate voltage of 375 volts and an antenna of 4 ohms, the antenna current 
is about 0.65 ampere. 

The data for these curves was obtained with the microphone short- 
circuited and they in reality indicate the currents available for telegraphy. 
Because of the resistance of the microphone (10 ohms) somewhat lower 
currents are obtained when it is connected in the circuit. 

The plate current for three tubes at 300 volts lies between 20 and 
30 milliamperes. The power in the plate circuit is therefore approxi- 
mately 300 X 0.025 = 7.5 watts. The j&lament current is 3X 0.8 = 2.4 
amperes. 

If this three-bulb transmitter be used in connection with the three- 
bulb cascade amplifier of Fig. 183, the telegraph range will be 100 miles 
and the telephonic range about 50 miles. Greater distances will probably 
be covered under favorable conditions. 

Flash light batteries are recommended as a source of plate voltage 
when the Marconi V. T. is used as an oscillation detector. They are also 
suitable when the tube is used as a low power generator for heterodyne 
reception. These batteries can be purchased in 35 volt units. The cells 
should be placed well separated from one another in a moistuf^"^roof con- 
tainer. It is a good plan to purchase fairly large size flash light batteries 
and place them in a wooden box well separated from one another. Molten 
paraffine should then be poured into the box to cover the cells completely. 
Leads may be brought from each cell to a set of binding posts on the top 
of the box. These posts should be mounted on porcelain knobs to insure 
against surface leakage. When a particular cell dies its terminals can 
be short circuited, permitting the use of the remainder of the cells. 

Batteries are suitable as a source of plate e.m.f. in transmitting sets, 
but in the long run it will probably be cheaper to make up a motor gen- 
erator set for this purpose. A simple and inexpensive* means to obtain 
a source of plate voltage is by driving a small 220- volt d.c. motor with 
}4 h.p. motor, such as the amateur uses to drive rotary spark gaps. 
The motor is, of course, used as a generator, and if the speed is increased 
above normal 300 volts may be readily obtained. If a source of 220 
volts d.c. is available it will be found quite suitable both for the filament 
and for the plate voltage. The filament circuit should have a resistance 
in series of sufficient value to reduce the filament current to normal value. 
Caution should be exercised in handling a circuit of this kind. Since 
the potential of the generator is 300 volts, a fatal shock may be obtained. 

The advantage of the tube transmitter over the spark transmitter is 
as follows: Forced to use the wave length of 200 meters, with spark 
transmitters, the amateur is compelled to adopt circuit constants to which 
spark transmitters do not readily lend themselves. The bulb sets, how- 
ever, will work efficiently at wave lengths even below 50 meters. 

During the war considerable transmission was carried on with waves 
of the order of 50 to 150 meters. With the comparative absence of static 
interference on these short wave lengths and with tube transmitters and 
amplifying receivers a new field for investigation in wireless transmission 
is opened up to the experimenter who has a scientific turn of mind. The 
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results obtained with such transmitters should be recorded and published 
in magazines for the benefit of other experimenters. 

COMBINED TRANSMITTING AND RECEIVING. RADIO 
TELEPHONE SET. — As already suggested, the cascade amplifying set 
of Fig. 183 may be combined with the three-bulb transmitter of Fig. 
212 to make a complete radiophone. When separate bulbs are used for 
the transmitter and receiver a simple single-blade, double-throw antenna 
switch or a double-contact strap key will suffice to change from transmitting 
to receiving. The same bulbs may, however, be used for either purpose. 
This demands a complicated change-over switch which will transfer the 
bulbs from one circuit to the other. 




Fio. 214. A circuit combining the cascade amplifier of Fig. 183 with the transmitter circuits of tig. 212. 
The same bulbs are used for transmission and reception. 

The essential connections of such a switch to combine the circuits of 
Figs. 183 and 212 are shown in Fig. 214. A 14-blade double-throw 
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switch is required. When this is thrown to the righ£ the detector and 
two-step amplifier circuit of Fig. 183 results; when thrown to the left 
the transmitter circuits of Fig. 212 result. The notations in Fig. 214 
correspond to those in Figs. 183 and 212. 

It is even necessary to transfer the grid leaks. Thus when receiving, 
the two lower right hand blades of the switch connect the grid leaks of 
the two amplifier bulbs to earth. When transmitting, these leaks are 
removed from the circuit as the leakage for all tubes is provided by the 
10,000 ohm leak R-S shown in the upper left hand part of the drawing. 

It was not thought that a switch of this type would be adopted. The 
ingenious and resourceful experimenter will design some form of a rotary 
switch providing a morfe rapid change from the transmitting to receiving 
positions than that which the common d.p.d.t. switch affords. 

If the experimenter has not the tools or materials with which to con- 
struct a switch of that type he can purchase 7, d.p.d.t. switches for the 
purpose. He should remount them in such a way that a small throw of 
the lever will permit the use of either circuit. The base of this switch 
must be made of extremely good insulating material to insure agc^inst 
surface leakage. 

If the entire set is mounted on a panel the leads connecting the various 
instruments should not be bunched but kept fairly well separated. 

It is ajar more practical scheme to provide three bulbs for the trans- 
mitter and three for the receiver. The chief trouble which may be met 
with in the circuit of Fig. 214, is the fouling of the switch contacts. 
A well built switch with positive contacts must be provided. 

A serviceable switch for shifting these connections would be one of 
the magnetic type fitted with platinum contacts Uke those used on 
switches in telephone work. The throw of the armature need be no more 
than 14.'' to 3^''« The switch could be operated by a push button and 
a small battery providing a very rapid shift of circuits. 

MODIFIED RApiO TELEPHONE TRANSMITTER.— The cu-cuit 
of Fig. 215 is substantially & duplicate of that employed by the U. S. 
army in the European war. It will give good results with small tubes 
of high vacuum. The first tube marked V. T. No. 1 is the oscillator 
which is connected up regeneratively for the production of radio fre- 
quency currents. The second tube marked V. T. No. 2 is termed the 
modulator. This amplifies the speech currents generated by the micro- 
phone M and modulates the plate current of the oscillator bulb at speech 
frequencies. L-1 is a direct coupled oscillation transformer fitted with 
primary and secondary taps for tuning purposes. C-3 is the plate 
blocking condenser to keep the high voltage of the generator off the 
antenna circuit. Its capacity is about 0.01 mfd. although 0.1 mfd. has 
been used. C-2 is the grid condenser which, because of rectification 
between the grid and filament, maintains a negative potential on the grid. 
The magnitude of the grid potential is Umited by the leak R which varies 
from 10,000 to 20,000 ohms. C-1 is a coupling condenser of the rotary 
plate type with sufficient spacing between plates to prevent sparking. 
Its maximum capacitance need not exceed 0.002 mfd. L-2 is a radio 
frequency choke of about 13 millihenries, which prevents the radio 
frequency oscillations flowing through the d.c. generator. 
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The series plate choke Lr3 varies from 3J^ to 15 henries, depending 
upon the type of tube employed. Dimensions for L-3 will be given 
later. P-1, S-1 is a telephone induction coil of either the open or closed 
core type. For. experimental work one of the type used commonly in 
land Ime telephony is serviceable. J8 is a 4 to 6 volt microphone bat- 
tery. The microphone is one of the type used in wire telephony. 

C-4 is a shunt protective condenser of 0.1 mfd. capacitance. B-l is 
a grid battery to hold the grid of the modulator bulb at a negative poten- 
tial. The required negative potential can be obtained by tapping a 
resistance connected in the negative side of the line leading from the 
generator. 




Fio. 215. Circuits of a radio telephone transmitter wherein one bulb is used as the "oscillator" and the 
other bulb as the "mbdulator." This system has been used extensively by the U.S. Govermnent. 

For transmission at amateur wave lengths the antenna coupling coil 
L-1 may be wound on a cardboard tube (previously soaked in molten 
paraffine) 5" in diameter. The coil consists of 40 turns of No. 18 an- 
nunciator wire or an equivalent Litzendraht conductor. The antenna 
side of the coil should be tapped every third turn after the 20th turn 
from the bottom. The primary side (the right hand tap) should be 
tapped every 2 or 3 turns for about 25 turns. Bulbs having 4- volt 
filaments operate satisfactorily in this circuit. The voltage of the gen- 
erator G may be anything from 220 to 600 volts depending upon the 
'^hardness'' of the bulbs. 

The circuit functions as follows: When both bulbs are lit to incan- 



Digitized by 



Google 



270 



Wireless Experimenter's Manual 



descence and the plate current is turned on the greater amount of cur- 
rent flows from the plate to the filament of the oscillator bulb. The plate 
circuit of the modulator bulb is in parallel with the oscillator, but its 
grid is held at some negative potential by the grid battery B-l. 

When the microphone is spoken into, alternating currents of speech 
frequency flow in the secondary S-l, varying the charge on the grid (j-2. 
This, in turn, varies the plate to filament current in the modulator bulb. 
An increase of current through the modulator bulb causes a decrease in 
the plate current of the oscillator bulb and vice versa. These variations 
occiu* at speech frequencies causing the amplitudes of the antenna oscil- 
lations to be modulated at the same frequencies. 

The adjustment of a set Hke this is not difficult. First, turu out the 
filament of the modulator bulb, set the generator in operation, and vary 
the antenna inductance with the primary tap set at some point. Change 
the inductance at P until maximum antenna current is obtained. 
Then, vary the resistance of the grid leak between 10,000 and 20,000 
ohms. Now, light the filament of the modulator tube and then re- tune 
the plate and antenna circuits for maximum current. Next, adjust the 
potential of B-1, and adjust the tap on potentiometer P (400 ohms). 
Speak into the microphone M trying various grid potentials. ^ Have an 
observer listen in on a receiving set to note when the best adjustments 
are secured. 

It may be well to vary the potential of the microphone battery B. 
When the correct adjustments are once found they are not difficult to 
maintain. 




Fig. 216. Circuits of a vacuum tube generator suitable for radio telegraphy and telephony, 
coupling between the plate and grid circuits is shown. 
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In regard to the choke LrS: Its dimensions vary somewhat with 
tubes of different characteristics. One that has been found suitable for 
use with transmitting tubes has the following dimensions. The core is 
1^" X 1^" X S^'^ and is covered, first, with a sheet of 10 mil ropetag 
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paper, then with a layer of 10 mil empire cloth, and finally with another 
layer of ropeta^ paper. Paper insulation of 6 mils is placed between 
layers of the winding. The total winding consists of 8450 turns of No. 
29 enamel wire, and there are approximately 615 turns per layer. 

The core is made of strips of iron ^^ of an inch wide, SJ^'^ long and 
14 mils in thickness. About 62 pieces will be required to make a core 
of the dimensions given above. The resistance of this coil is 150 ohms 
and its reactance about 11,000 ohms at the frequency of 500 cycles. 
The circuit of Fig. 215 is suitable for bulbs of greater power, but the same 
number of bulbs are required for the modulator circuit as for the oscil- 
lating circuit. 




C ^LATE SOURCE 

FiQ. 217. The circuit of Pig. 216 using inductive coupling between the valve and antenna circuits. 




Fig. 218. Vacuum tube oscillator for use in experimental work. By varying the inductance of the coil 
and the capacity of the shunt condenser C-1 oscillations of any desired frequency may be obtained. 

Additional valve transmitting circuits of practical importance are 
shown in Figs. 216 to 218. In Fig. 21d the source of plate e.m.f . is con- 
nected in series with the plate circuit whereas, in Fig. 215 the terminals 
of the plate circuit generator go direct to the plate and filament. 
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The antenna circuit in Fig. 216 is tapped off the coil L by taps D and 
E. Taps A, B and C permit the most favorable coupling for maximum 
antenna current. Fig. 217 is the same circuit with inductive coupling. 

Fig. 218 shows the circuits of a good laboratory oscillator which may- 
be designed to generate currents of any frequency. In practice it will 
b^ found that the oscillations cease when the capacity of C-1 for a given 
ipductance is increased beyond some value. It is then necessary to 
select a larger value of inductance in order to maintain oscillation — and 
this explains the use of taps D and E, 
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Fig. 219. Panel wireless telephone set using the circuita of Fig. 212. 
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.With the Marconi V. T. a grid condenser and a grid leak should be 
used. With this circuit a small ammeter with a maximum scale of 0.5 
to 1 ampere should be connected in series with C-1 to determine the 
strength of the oscillations. C-1 has capacitance of 0.0005 to 0.001 mfd. 
For wave lengths up to 2500 meters, the coil in Fig. 218 may consist of 
a single layer of No. 26 s.c.c. wound on a tube 4*^ long, 4*^ in diameter. 
The winding space is SJ^'' with 175 turns. A proportionately greater 
number of turns must be provided for longer wave lengths. The capac- 
itance of CA is 1 mfd. 
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Fig. 220. Side view of the paoel set of Fig. 219. 

PANEL RADIO TELEPHONE SET.— A suggested plan of panel 
transmitter using three Marconi V. T/s in accordance with the circuit of 
Fig. 212, is shown in Figs. 219 and 220. The former is a front view, the 
latter a side view. It is possible to vary these approximate overall di- 
mensions for the panel without sacrifice of efficiency. The position of 
the instruments may be changed to suit the builder. The panel board 
should be of some first class insulating material such as bakelite, dilecto 
or transite asbestos wood. 
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The insulating tubes or forms for the oscillation transformer should 
be made of bakelite or some similar insulating material, but cardboard 
tubes soaked in molten paraffine will do as well. The rod which varies 
the transformer coupling stould not be of metal but of some insulating 
material such as hard rubber. 

The Marconi V. T.'s are mounted on the front of the panel so that 
the filament temperature can be judged by sight, if an ammeter is lacking. 
The inductance variation switch on the top of the panel has 10 taps leading 
to every second turn of the antenna coil . Switch S-1 is the generator 
switch and across it there is a 1 mfd. condenser for smoothing out the 
commutator ripple of the generator. S-2 is a small 10-ampere switch to 
break the filament circuit. The grid leak at the top of the panel is an 
adjustable Ward-Leonard resistance 10,000 to 20,000 ohms. The micro- 
phone M is a common 10-ohm telephone transmitter. The buzzer B, for 
telegraphy by damped oscillations, is mounted on the lower right hand 
part of the panel with the key to the left. The buzzer battery is in a 
box behind the panel. The 10-ohm rheostat R'2 is not required if the 
filament battery e.m.f. does not exceed 4 volts. The condensers C-1 
and C-2 are of fixed capacitance. They may be made of sheets of copper 
foil separated by sheets of mica and their capacity may be calculated by 
the formula on page 45. Air condensers can be used if the plates are 
separated by J^*'. Two binding posts for the aerial and ground are 
mounted on top of the panel. 

The connecting wires on the panel should not be bunched but spaced 
as far apart as possible. Particular attention should be paid to the 
connections. Use copper lugs and solder the wires wherever possible. 

As was stated on page 266 the set should be tuned with the microphone 
on short circuit. A switch, which is not shown on the panel, can be 
shunted around it. When transmitting by damped oscillations with the 
buzzer, do not use too much battery on the buzzer; usually one cell is suflS- 
cient. The current for the buzzer may be taken from the filament baltery. 
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Fia. 221. Circuits using a special alternating current transformer and two Tungar rectipers to supply 
^he plate fincj fijanjent currents of a vacuum tube ^etector eet. . 
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HOW TO OPERATE VACUUM TUBES FROM ALTERNATING 
CURRENT.— The method was first disclosed by W. C. White (G. E. 
Co.). An adaption of his circuit suitable for transmitting and receiving 
bulbs is shown in Fig. 221. The plate current is supplied by two Tun- 
gar rectifiers R connected in the secondaries of a closed core trans- 
former, of which the primary is fed by 110 volts a.c. Both halves of a 
cycle are utilized by this arrangement giving a fairly smooth plate cur- 
rent. The condenser CA of from 2 to 6 mfds. capacitance somewhat 
compensates for the voltage fluctuations. 

The transformer is provided with 3 secondaries. Two of these (S-1 
and S-2, S-3) Ught the valve filaments. The other secondary, S-4, S-5, 
provides the rectified a.c. for the plate circuit. 

The filament of the detection tube is shunted by a 20 ohm rheostat 
R'l with a sliding contact. The variations of the potential gradient which 
would otherwise exist between the grid and filament, are reduced by 
properly locating the sUder. Then the characteristic "hum" of the alter- 
nator is reduced almost to complete silence. 

Note that secondary S-2, S-3 is tapped at the center; as is also sec- 
ondary SA, S-5. The former provides 4-6 volts for the rectifier filaments 
and the latter 20-60 volts for the plate circuit. 

The dimensions of the transformer corfe to secure step-down trans- 
formation may be calculated by the process outlined on pages 65 to 69. 
The description of a transformer of suitable dimensions follows. The 
core is IJ^*' square (in cross-section). The inside dimensions are 4^^*^ 
x6*', the outside dimensions 7}4'^x9'^, The primary is wound with 
355 turns of No. 16 d.c.c. The secondary S-l has 20 turns of No. 16 
d.c.c. The secondary S-2, S-3 has 40 turns of No. 16 d.c.c, with the 
winding tapped in the middle. Secondary SA, 8-5 has 300 turns of 
No. 24 d.c.c. tapped at the center. RA is a lO-ohm rheostat. The 
core of the transformer is, of course, laminated. The various secondaries 
are not necessarily placed on one end of the core but they may be dis- 
tributed over the three sides of it. 

Before using this transformer the builder should test the voltages of 
the secondaries with a voltmeter. If the voltage of any particular sec- 
tion is too low^ he should add more turns; if too high unwind a few 
turns. If taps are brought from the secondaries, the number of turns for 
a given voltage may be found by trial. 

Three-electrode tubes with their grids connected to the filament or 
two-electrode tubes of the requisite current carrying capacity, may be 
substituted for the G. E. Tungar rectifiers R, 

"HARD" AND "SOFT" BULBS.— These terms are used to dis- 
tinguish bulbs with high vacuum from those of low vacuum. Hard bulbs 
will not ionize (give the characteristic blue glow) at very high voltages. 
Soft bulbs will ionize at low voltages. Soft bulbs are suitable as detectors 
whUe hard bulbs are preferable as amplifiers and oscillators. Soft bulbs 
will give oscillations but their output is very limited. The power in the 
plate circuit cannot exceed I X E. Hence, the higher E is without 
ionization, the greater the output. 

Soft bulbs will often give better response as oscillation detectors than 
hard bulbs. Soft bulbs may be used in cascade amplification circuits if 



Digitized by 



Google 



276 



Wireless Experimenter's Manual 



the primary and secondary of the inter-valve transformers are variable. 
A few trial expenments will show the amateur how to obtain good signals 
with soft bulbs. 

MODULATION OF ANTENNA CURRENTS IN RADIO TELEPH- 
ONY. — The subject of modulation of radio frequency currents in radio 
telephony has been mentioned in several places. In radio telephony the 
ampUtudes of the antenna oscillations must be varied at the speech fre- 
quencies of the human voice and particular care must be taken to design 
the apparatus so that these effects are obtained without distortion. 

There are two general systems of modulation that may be appUed to 
vacuimi valve circuits. In one system a shunt circuit, which absorbs 
energy according to the impulses of the voice, is connected around some 
portion of the circuit in wluch radio frequency currents are flowing. In 
the other system a similar circuit and apparatus is connected in series 
with the source of oscillations. 



Y 


A 1 & 1 



Fig. 221a. Illustrating the principles of a shunt modulation circuit in wireless telephony. 

In the first method shown in Fig. 221a, assume that the load A is con- 
nected to a d.c. dynamo and a large inductance. L is placed in the supply 
line. This inductance will tend to keep the current in the supply mains 
constant throughout any series of rapid changes of the resistance of the 
load . Closing the switch affords a path B around A and for an instant the 
current in A is decreased. The current in the line, however, will soon read- 
just itself to conform with that required by the new load. If the switch 
is opened and closed rapidly and the inductance L is relatively large, the 
current in A , and (if we assume the resistance of A is constant) the voltage 
across A will follow the variations of the shunt resistance B. This effect 
is amplified by the reactance voltage of the coil L which adds to or de- 
creases the potential across A (depending on whether the load B is dis- 
connected or connected). It is clear that the load B and the switch 
can be replaced by any variable resistance such as a carbon grain telephone 
transmitter, and that the source A can be an oscillating valve circuit 
supplied with energy from the d.c. generator G. The condition necessary 
for satisfactory operation is that the energy taken from the source be 
kept constant. As an antenna circuit energized by coupling to an oscil- 
lating circuit receives practically a constant amount of energy, a rapidly 
varying resistance shunted around any portion of this circuit will modulate 
the current in that portion. 
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A circuit using this method of modulation (Fig. 22la) was used on 
wireless telephones supplied to the Army and Navy and is shown funda- 
mentally in Fig. 215. 

For greater power several valves may be connected in parallel with 
each of the valves shown in this circuit. For the best operation there 
should be as many valves in the modulator circuit as in the oscillating 
circuit. It is necessary to put a grid battery in the modulator circuit 
in order that the valve will operate on the Unear portion of the char- 
acteristic curve. 

In the circuit, Fig. 215, the inductance coil Z/-2 is just large enough 
to keep the high frequency currents from surging through the modulator 
system and through the generator, for the inductance coil Z/-3 may often 
have enough distributed capacitance to allow a considerable amount of 
the high frequency energy to pass through the generator. The coil L-2 
which offsets the possibility of this may have an inductance of 6 to 13 
millihenries. 

In the second system of modulation the modulator (either a simple 
transmitter, or else a three-electrode valve or magnetic amplifier to 
increase the effect of a telephone transmitter) is connected in series with 
the circuit. The circuit shown on page 264, Fig. 212, makes use of this 
principle. 

A carbon grain transmitter can be connected almost anywhere in an 
oscillating valve circuit with some degree of modulation. The optimum 
position will depend upon the resistance change ratio, that is the ratio 
between the minimum and maximum resistances of the transmitter, and 
upon the type of circuit used. The experimenter should try inserting 
the transmitter in the antenna circuit, in the filament circuit, and in 
series with the grid circuit and determine the optimum position by listen- 
ing in at a receiving set placed a short distance away. 




w(ww^-^ 




Tia. 221b. Illustrating the principles of modulation circuit in wireless telephony connected in the grid 
circuit of a tube generator. 

Many wireless telephones operate with the transmitter connected in 
series in some part of the grid circuit of the oscillator valve. A circuit 
of this type is shown in Fig. 2216, which was used by the Deforest Co. 
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and has the advantage that only one bulb is necessary. However in a 
circuit of this kind considerable difficulty may be experienced in getting 
the valve to oscillate and modulate properly. By experimenting with a 
grid condensers of various capacities, and with different values of the 
resistance R the correct values may be found for any type of vacuum 
valve. 

It is impractical with any system of modulation using V. T. oscillators 
to secure 100% modulation for that would stop oscillation. It generally 
requires about 5% of the total current to maintain oscillations. It is 
rarely possible to secure 95% modulation with any modulation circuit 
system except possibly the circuit shown in Fig. 216. 

It is well to remember that it is only the modulated component of 
the emitted wave that is effective in wireless telephony. Thus a system 
putting 50 watts into the antenna with 20% of the energy modulated 
would be no more effective than. a 10 -watt set completely modulated. 
This explains the statement made concerning the modulation system of 
Fig. 216, viz, that as many vacuum tubes are required in the modulation 
system as are in the oscillating system. 

In any system the modulator bulb should operate on the straight 
portion of the characteristic curve. If the grid potential fluctuates too 
much so as to reach a value below or above the bends in the characteristic 
curve inaccurate speech reproduction results. 
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&RIO CONtt GRID LEAK »- COUPLING RE5 

Fio. 221c. Plan and side views of the valve adapter manufactured by the Marconi Company for use with 
the Marconi V. T. 

It is desirable to speak into the transmitter in such a way that the 
breath does not strike the diaphragm. The sound waves only are neces- 
sary to vibrate the diaphragm. 

Several transmitters may be connected in parallel for higher powers 
provided they are all of the same type. If one should happen to carry a 
little more than its share of current it will become heated and its resist- 
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ance will be lowered. It will then take even a greater portion of the 
current and will soon become inoperative. The microphones should be 
arranged on a stand so that the voice strikes each equally. 

MARCONI V. T. ADAPTER, GRID CONDENSER AND GRID 
LEAKS. — In many instances in this volume the circuit diagrams for the 
Marconi V. T. call for the use of several valves. It is a genuine con- 
venience to possess a valve adapter having three bulbs and the requisite 
grid condensers, grid leaks and coupling resistances mounted with appro- 
priate binding posts for immediate connection. 

Such an arrangement permits the use of any kind of a circuit to which 
the Marconi V. T/s are adapted. 




Fio. 221d. Marconi thi^ee-valve adapter in perspective. 

Fig. 221c is a plan view of the three- valve mounting manufactured by 
the Marconi Company. Four binding posts for connection to the grid 
plate and filament terminals are mounted around the base of each valve. 
A grid condenser (which has the same dimensions and the same appearance 
as a grid leak) , a grid leak and coupling resistance are mounted immedi- 
ately in front of each valve. A special filament rheostat is mounted in 
the base of each socket for variation of the filament temperature. The 
facility with which the connections can be changed with an adapter of 
this type needs no further emphasis. 

Figs. 184, 185, 186, 212, 214, 221, 222, 256 are circuits and apparatus 
to which the Marconi valve mountings are admirably adapted. For long 
distance reception with the loop circuits of Fig. 256, two of these three 
valve mountings should be used providing a six-stage amplifier. With 
the grid leaks, condensers and coupling resistances already in place it 
is but a matter of a few moments to connect them up in any way desired. 
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The three- valve base may, far example, be mounted on the top of a 
cabinet receiver. The first valve may be used with a regenerative coupler 
as a detector, and the second and third bulbs as audio frequency amplifiers. 

It is to be noted that the grid condensers in Figs. 221c and d have the 
same dimensions as the grid leaks. These condensers may be purchased 
ready for use in capacities from 0.0001 to 0.005 mfd. The grid leaks 
are supplied in resistances from 200,000 to 5,000,000 ohms (5 megohms). 

In most of the resistance coupled amplifier circuits heretofore shown, 
the coupling resistances were of 2 megohms but as will be noted from the 
curve of Fig. 178 good amplifications can be secured with other valves 
of resistance. Take as an illustration an 8-stage resistance coupled 
amplifier in which the first three valves are used as radio frequency ampli- 
fiers, the fourth valve as a detector and the remaining four as audio 
frequency amplifiers; the following values of resistance have been found 
suitable for maximum magnification. Valves 1 and 2, 2 and 3, and 3 and 
4, should be coupled through Marconi resistances of 500,000 ohms each, 
but valves 4 and 6 and all remaining valves should' be coupled by resist- 
ances of 2 megohms each. In a circuit of this type the Marconi valve 
adapters will be found extremely useful.* 



*The three-valve adapter ia not yet on the market, but a single valve adapter ia now available and 
ia of course more flexible for complex circuits than that described. 
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CHAPTER X 

CABINET RECEIVERS AND ACCESSORIES 

GENERAL. — A few designs given by amateur experimenters will be 
shown. The arrangement of the apparatus of a receiving set, is unim- 
portant as long as the internal connections are not bunched., The experi- 
menter must bear in mind that two parallel leads from a tuning coil may 
add a very considerable capacity to the circuit, and the mutual effects 
between parallel wires may in some instances reduce the signals. It is 
well to keep the leads as far apart as possible. Regenerative coupling 
may be obtained in a receiver cabinet with the wires of the grid and plate 
circuits separated a couple of feet. 

A panel or cabinet receiver adds nothing to the electrical efficiency of 
a set, except that it is manipulated with less difficulty than the isolated 
instrument type. The saving of space may be an argument in favor of 
the cabinet receiver. 

CABINET RECEIVER FOR THE MARCONI V. T.'s.— The design in 
Fig. 222 is offered as a suggestion. The cabinet includes the component 
parts of the wiring diagram Fig. 223 which indicates a short wave (200 
meter) receiver and three Marconi V, T.^s in cascade. The first bulb is 
used as a detector bulb and the next two as amplifiers. The detector cir- 
cuits are the same as those of Fig. 183, except for the addition of the 
20,000 ohm graphite potentiometer P-1. 

F-1, Fig. 223, is the antenna variometer and 7-2 the secondary 
variometer. They are identical in construction. The outer cylinders 
of the variometers are 43^" in diameter, IJ^" long, and wound full with 
No. 26 s.c.c. The inner cylinders are 4" in diameter, 13^" long and 
wound full with No. 26 s.c.c. C-1 is a standard 21 plate variable con- 
denser or any other variable condenser of about the same range of capacity. 
The capacity of C-3 is 0.0001 mfd.; that of C-4, 0.005 mfd. i?, /?, i2, are 
•2 megohm grid leaks and R-l is a coupling resistance. The potential of 
jB is 80 volts. Class II Marconi V. T.'s should be used with this circuit. 

The three Marconi V. T.'s in Fig. 222 are mounted on the top of the 
cabinet. The two variometers are located inside of the cabinet, and are 
controlled by knobb on the outside. The 10-ohm filament rheostat is 
mounted below the variable coupling condenser C-1. The plate battery 
potentiometer is placed on the right side. If the A battery has a poten- 
tial of 4 volts and the B battery of 80 volts the potentiometer and the 
rheostat may be omitted. The grid condensers C-4 are mounted at 
convenient points inside the cabinet, as shown. The grid leaks are 
preferably placed on the front of the panel where they can be readily 
removed. Appropriate scales for the variable condenser and the vario- 
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meters are mounted on the front of the panel. The cabinet is approxi- 
mately 13 J/^*" long, 7" high and 1^ deep. The B battery is placed behind 
the right hand variometer. 

This detector set will be found particularly useful in connection with 
the short wave mreless telephone tube transmitter of Figs. 219 and 220. 
The complete set will permit conversation up to 50 miles. 
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LSAMOL-I 4f WAM. »fL0M6 WOUND FUU N»t6 5CC Pm- 2a000 OHMS A ftATTtRY 4-6V 
LtAHO L4 4>WAM. iTlONft WOUND FW-L N» t* 5 C C 5 DATTtRY 80 V Ci .0005 Mf MAX.. 
C »• .0001 HP. C-4 • .005 Uf L» • 20 HtNRYS 

Fig. 223. Wiriog diagram of the cabinet set in Fig. 222. 
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Fig. 224. Rear view of a commercial type of receiving tuner showing the internal construction and 
particularly the mounting of the tuning transformer and the primary and secondary condensers. 



COMMERCIAL PRACTICE.— Fig. 224 is in reality a rear view of the 
Marconi type 106 tuner, published to give the beginner an idea of the 
inner cabinet construction of commercial tuners. The secondary coil of 
the coupler is mounted on a gear rack moving in a metal guide. A large 
gear controlled by a knob on the front of the panel operates the coupling 
mechanism. The "tens" and "units" switches are placed on the panel 
in front of the transformer primary. Since the rotary plates of the 
variable condensers lie in a horizontal position they must be balanced 
by weights in order to hold their position at any particular setting. 
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— Promt ELEvATtOM - 
Fio. 225. Plan view of a cabinet designed by an amateur. 

AMATEUR PRACTICE.— A panel set designed by A. C. Burroway 
of Ohio shows the excellent workmanship of some amateur designs. Fig. 
226 is a plan view, Fig. 226 a side view, and Fig. 227 a partial circuit 
diagram, which can be worked out to completion by studying the dia- 
grams already given. The valve mounting is for an old time audion 
but a Marconi V. T. mounting may be substituted. A perikon detector 
is mounted alongside of the valve which is to be used in event the valve 
goes out of commission. 




5iDE Elevation - (end panel removed}. 
Fio. 226. Side view of the cabinet set of Fig. 225. 
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The function of the various switches and knobs are clearly marked 
on the diagram. The method of varying the coupling by a bell-crank 
and lever deserves particular attention. The voltage of the B battery 
is controlled by a multi-point switch. 




Fig. 227. Circuit diagram for the cabinet set of Fig. 225. 

The aerial tuning inductance is 41/3" x 6" wound with 200 turns of 
No. 26 B. & S. The primary coil has the same dimensions wound with 
210 turns of No. 26 B. & S. The secondary coil is 3^"x6" wound 
with No. 30 B. & S. The tuner will be found suitable for the use of 
crystal rectifiers at wave lengths up to 3500 meters and with valves up 
to 2500 meters. 
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Fig. 228. Cabinet receiver for use with a valve detector and two stage amplifier. 
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C:C'i,C'2Xj.C4^ Condensers 

Fig. 229. Circuit for the cabinet set of Fig. 228. 
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Chas. Doty of New York has shown the design of Fig. 228 which uses 
three valves connected in cascade. The circuit and the cabinet can be 
adapted to the Marconi V. T. The primary of the coupler is stationary 
with the secondary sliding in and out as shown. L and L-l are secondary 
loading coils mounted on the top. 

The circuit is shown in Fig. 229. P is 7*^ x 12*' wound with No. 28 
S.8.C. S is e*" X 12"' wound with No. 30 s.s.c. L and L-1 are V x 30*1 
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wound with No. 30 s.s.c. I/-3 and LA are the secondaries of 14" spark 
coils. Mr. Doty used 3 high voltage batteries but as the preceding 
diagrams demonstrate, one battery may be used as well. The inductance 
Z/-1 may be omitted. 

R. Hoaglund is responsible for the set in Fig. 230 and the construction 
is self-explanatory. The tuner was designed for crystal rectifiers and has 
inductances of the correct dimensions to respond to 2500 meters. The 
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Fig. 230. Cabinet receiver for reception at wave lengths up to 2500 meters. 




Fio. 231 . Design of a simple "loose coupler" for short wave reception. 
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primary and secondary variable condensers are mounted to the top of 
the cabinet and the coupler immediately underneath. 

Fig. 231 shows a good design for a simple '^loose'^ coupler. The pri- 
mary is split into three sections to cover 200, 600 and 1000 meters. The 
secondary has a 3-point switch to cover the same range of wave lengths. 
The secondary has 266 turns of No. 30 s.s.c.,.with taps taken at 60, 180, 
and 266 turns respectively. The requisite turns for the primary will 
have to be calculated for each station for the number varies with dif- 
ferent aerials. The method of computation is explained on pages 169 
to 177. 
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Fig. 232. "Hinged" coupler suitable for amateur wave lengths. 

The hinged coupler in Fig. 232 is suitable for reception at moderate 
wave lengths. The primary coil is wound with 100 turns of No. 28 s.s.c. 
and the secondary coil with 200 turns of No. 32 s.c.c. The primary is 
tapped every 10 turns, the secondary every '20 turns. The discs for 
support of the coils are 334" in diameter, and the groove for the winding 
is Y% wide, ^e " deep. The switches for inductance variation are mounted 
directly on the discs. 
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CHAPTER XI 

DESIGN OF WAVEMETERS— TUNING THE AMA- 
TEUR'S TRANSMITTER— MEASUREMENTS OF 
INDUCTANCE, CAPACITANCE AND HIGH 
FREQUENCY RESISTANCE— GENERAL 
RADIO MEASUREMENTS 



GENERAL. — The frequency of an oscillation circuit may be calculated 

1 



from the relation n = ■ 



where L Is the inductance in henries, and 



2 7r ^LC, 

C the capacitance in farads. Hence, when we have a coil L shunted 
by a variable condenser C, and a calibration curve for the condenser is 
provided, we may determine the frequency of the circuit for each setting 
of the condenser. 

Knowing the frequency the equivalent wave length is equal to 

300,000,000 
frequency 
lengths rather than in the corresponding frequencies. 



The scale of the condenser may then be marked in wave 







P 



-B 



Fio. 233. A , simple oecillation circuit which when calibrated may be used as a wavemeter. B, wavemeter 
circuit using a crystal rectifier and head telephone for locating leaonance. 

Any oscillation circuit like that of Fig. 233 may be converted into a 
wavemeter. It is only necessary to determine the equivalent wave length 
pf the circuit for various settings of the variable condenser. The results 
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may be put in a table or plotted as a curve for future reference. Assume 
that as in Fig. 233 the capacitance of the condenser C at various settings 
varies from 0.0001 to 0.0005 mfd., and the inductance of the coil Lis 
90,000 cms. The wave length for 0.0001 mfd. in shunt may be found 
from the following: 

x=59.6 VZTc 

or 

X =59.6 V 90,000X0.0001=178 meters. 

The wave lengths for the other settings are as follows: 

0.0002=252 meters 
0.0003=309 " 
0.0004=357 " 
0.0005=400 " 

If the amateur can purchase a calibrated variable condenser with the 
capacity given for several settings of the scale he may compute the 
dimensions of a suitable inductance from formula (40) page 64 and use 
the formula above for computing the wave length. 

Such a wavemeter will prove to be fairly accurate if the necessary 
computations are carefully carried out. A wavemeter of the range com- 
puted above will be satisfactory for tuning the amateur transmitter but 
one of considerably greater range will be required for calibration in 
receiving work. 

USES OF THE WAVEMETER.— The wavemeter is not only useful 
for tuning a transmitting set but for carrying out many other radio fre- 
quency measurements. They are enumerated below. 

(1) Measurement of wave length 

(2) u . u frequency 

(3) « *" decrement 

(4) « « inductance 

(5) " " capacitance 

(6) *^ *^ mutual inductance 

(7) ^ ^ coefficient of coupling 

(8) '^ ^ distributed capacitance of coils 

These various applications of the wavemeter will be treated in the 
following paragraphs. 

RESONANCE INDICATORS.— We may expect from the discussion 
on reactance and its efifects in Chapter III that the current in a wavemeter 
circuit reaches its maximum amplitude when resonance is established with 
the circuit under measurement. Similarly, the potential difference across 
the terminals of the condenser C, Fig. 253a, attains a maximum at reson- 
ance. The fact that resonance has been obtained may be determined by 
either a ^^currenV^ or *^ voltage^ ^ indicator connected in the wavemeter 
circuit. For current indications, a milliammeter — to 200 milliamperes — 
is placed in series with the wavemeter circuit ^t 4-1 in Fig. 233, For 
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some measurements a ^^ current square'* meter, that is, one in which 

the scale divisions are proportional to /*, is preferred. 

To indicate a voltage 
maximum across the con- 
denser C, m circuit B Fig. 
233, it is shunted by a carf 
borundiim rectifier D with A 
head telephone in series* If 
the decrement of the circuit 
under test is relatively small 
the current maximum as 
read by observation of A-l 
or heard in the telephone P, 
will be sharply defined for 
any small movement of the 
variable condenser . The 
detector D is used when the 
source of oscillations is weak . 

With strong oscillations, the "current square^' meter may be used.* 




STANDARD 

wMCMnm 



Fio. 234. Simple method of calibrating a wavemeter 
from a standard. 



CALIBRATION OF A WAVEMETER FROM A STANDARD.— 

A home-made meter can be calibrated from a standard wavemeter as in 
Fig. 234. LC is the standard wavemeter, excited by a buzzer and a 
battery; L-l, C-1 the wavemeter to be calibrated. The detector D, of 
the wavemeter, is connected unilaterally although it may be shunted to 
the condenser as in Fig. 233 -at B. 

The meter is calibrated as follows: Set L (7 at some wave length and 
vary the capacitance of C-1 until a sharp maximum is heard in the head 
telephone P. The. standard and the meter under calibration are then 
set at the same wave length. Continue to do this throughout the scale 
of C-1 and keep an accurate record of the results. For accuracy use low 
voltages at B, and, to prevent sparking, shunt the magnets of the buzzer 
by a 1 mfd. condenser .f 

A more accurate method of calibration is shown in Fig. 235. In the 
method of Fig. 234, the added capacity of the buzzer leads will affect 
slightly the calibration of the standard Wavemeter. This error may be 
eliminated by the circuits and method of Fig. 235. In that figure B 
is a standard wavemeter j C the wavemeter to be calibrated, and A represents 
a condenser and coil of a magnitude permitting resonance with B. 

To carry out the calibration, first set B at some wave length, then 
put the buzzer in operation and vary the capacitance of condenser C 
until L C is in resonance with L', C as noted in the telephone. Then 
put wavemeter C in inductive relation to A and vary condenser C-2 
until wavemeter C resonates with A. The wave length of C is now the 
same as B. The same procedure should be carried out over the entire 
scale of condenser C-2. 



*An enumeration of all the various resonance indicators is given on page 189 of the author's "Practical 
Wireless Telegraphy." 

fin all radio measurements where the wave meter or a resonating circuit is inductively coupled to 
the source, the coupling should be as loose as is consistent with the proper operation of the current oy 
yplta^ indicator. Only in this way can accuracy be obtained, ^ 
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Fia. 235. Accurate method of calibrating a wavemeter from a standard. 
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0^Q. 236. Showing how the natural wave length of an antenna is measured by a waTvi|ietef-. 
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TUNING THE AMATEUR'S TRANSMITTER.— The first measure- 
ment is that of the natural wave length of the antenna. To carry out the 

measurement as in Fig. 236 
proceed as follows: 

Put a spark gap S-1 in the 
antenna circuit and connect its 
terminals to the secondary of 
an induction coil or high voltage 
transformer . First be sure that 
the detector is adjusted and 
then with the spark discharg- 
ing, vary the capacitance of 
the wavemeter condenser C 
until response is heard in the 
telephone. The wave length 
of the wavemeter at the setting 
for resonance is the wave length 
of the antenna circuit. 

Assume that the reading 
tm-ns out to be 175 meters, and 
that 200 meters is desired. 
Then put the secondary coil of 
the transmitting oscillation 
transformer in the antenna 
circuit, and add turns until the 
wavemeter indicates 200 meters . 

The antenna may be excited 
by a buzzer as in Fig. 237. 

Fig. 237. Showing how'an aerial may be set into Th© coil L-1 iu that diagram 
oscillation by a simple vibrating buzzer. IS the SeCOUdary of the trans- 

mitting oscillation transformer. 
C-1 is a short wave condenser (if used), and Lr2 an aerial tuning coil. 




CLOSED CIRCUIT 
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Fig. 238. Measurement of the wave length of the closed oscillation or spark gap circuit. 
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MEASUREMENT OF THE CLOSED CIRCUIT.— The equivalent 
wave length is obtained as in Fig. 238. L-l , C-1 , S is the spark gap cir- 
cuit. The coil L of the wavemeter is placed in inductive relation to L-1, 
the spark gap energized by the high voltage transformer, and the capacit- 
ance of condenser C varied until resonance is secured. The wave length 
is read from the wavemeter scale. 

To reduce the wave lengthy cut out inms at L-l by the tap T or reduce 
the capacitance of C-1. To increase the wave length reverse the process. 




^^-0-> 



Fig. 239. Showing the use of the wavemeter for measuring the length of the radiated wave. This circuit 
and arrangement of apparatus is also suitable for measuring the decrement of the radiated wave. 

MEASUREMENT OF THE RADIATED WAVE.— After tuning the 
open and closed circuits individually couple them together and vary the 
coupUng until the antenna ammeter A-1, Fig. 239, reads a maximum. 
Then place the wavemeter in inductive relation to the earth lead and tune 
it to resonance with the sending set. If the spark gap quenches Well only 
one sharp maximum will be observed at the "current square" meter il-2, 
(The radiated wave may be read by a head telephone and crystal de- 
tector as well .) If the spark gap does not quench properly , two maximums 
will be observed at A'2. This indicates that two waves are radiated, and 
this the law will not permit. The secondary must then be drawn away 
from the primary until the two waves merge into one. The circuits of Fig. 
239 are applicable to decrement measurements as explained on page 301 . 

RESONANCE CURVES.— These curves depict the relation between 
the antenna current at the resonant wave length and at wave lengths 
ofif resonance. They show in a general way the over-all distribution of 
energy, and permit direct calculation of the decrement. The dot and 
dash curve in Fig. 240 shows the results of close coupling at the oscillation 
transformer and indicates imperfect quenching of the primary oscillations. 
The dotted curve indicates the result of the coupling between the closed 
and open circuits being reduced until better quenching is secured. The 
two waves are closer. The solid-line curve indicates good quenching, as 
the coupling at the oscillation transformer has been reduced until single 
wave emission is obtained. 
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FiQ . 240 . Resonance curves of the antenna oscillationsin a radio transmitter showing the effects of variouB 
degrees of quenching. With relatively close couplings double wave emission occurs. 
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Wavemetw 



Fig. 241. Circuit and apparatus for measuring the capacitance of a wireless telegraph aerial. 

The data for these curves may be secured with the circuit arrange- 
ments in Fig. 239. With the spark discharging at S-1, vary the wave 
length of wavemeter LC at C, around the resonance point, and note 
the reading of -A-2 for each setting of condenser C. The wave lengths 
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obtained in this way are the ordinates of the curve. The abscissas are 
the readings of the "current square^' meter. The curve is made by locat- 
ing points on cross-section paper, corresponding to each set of readings ^ 
after which a line is drawn common to them all. 

SIMPLE MEASUREMENT OF ANTENNA CAPACITANCE.— An 

approximate measurement (Austin) is outlined in Fig. 241. L is a coil 
that will increase the natural wave length of the antenna 4 or 5 times. C 
is a calibrated variable condenser and W a standard wave meter. 

First connect L in the antenna circuit, excite the antenna with the 
buzzer, and measure the wave length at W, Then take coil L out of the 
antenna circuit and shunt it by a standard variable condenser C. Vary 
C until the wave length of L C is the same as before. The capacitance 
of C is now that of the antenna neglecting the distributed inductance of 
the antenna system. 

MEASUREMENT OF ANTENNA INDUCTANCE AND CAPACI- 
TANCE SIMULTANEOUSLY.— Two standard coils L-1 and L-2 of dif- 
ferent values are inserted successively in the antenna circuit as in Fig. 
242 and the wave length read for each coil at W. In the case of L-1, 

Xi=59.6V (Li-fLa)Ca (66) 

In the case of L-2, 

Xj=59.6 V (Lj+La) Co 
Eliminating Ca, 



Where 



\h—\^i 



Xi = wave length with Li 
Xj=wave length with Lj 
Lo= antenna inductance 
Co = antenna capacitance. 



Since X2, L2 and La are now known the antenna capacitance, 



^'' (68) 



3552 (La+Lo) 



The measurement is perhaps more accurate if an undamped source 
of oscillations such as an oscillating tube is coupled to the antenna, and 
a low-reading ammeter is placed in series with the antenna circuit. The 
undamped source is then tuned to the antenna circuit as observed by the 
aerial ammeter. The wavemeter is then tuned to the undamped source 
with the antenna disconnected. The saine procedure is carried out with 
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the loadings LA and L-2. The remainder of the process follows the out- 
line above. If the oscillating tube has 1 ampere in its oscillating circuit 
the antenna ammeter should read from to 100 milliamperes. This per- 
mits fairly loose coupUng between the source and the antenna circuit. 




Fia. 242. Circuit and apparatus for the simultaneous determination of the inductance and capacitance 
of a wireless tele^apn aerial. 




DECADE fcESl$TAMCr' 
50X 



Fig. 243. Method of measuring antenna resistance. 

THE MEASUREMENT OF ANTENNA RESISTANCE AND 
POWER. — This may be done as in Fig. 243. ft is a continuously variable 
resistance (decade box built especially for this work by the General Radio. 
Company) with a range from to 20 ohms. A-1 is the antenna ammeter. 
With R out of the circuit the antenna current is measured at AX in the 
usual manner. R is then inserted and varied until A-X reads one-half 
the former reading; that is J^ J. Then fla, the antenna resistance is 
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equal to R. If ft = 10 ohms and 7=3 amperes, then, the antenna power 
= /2 ft = 32X 10 = 90 watts. 

In explanation of this measurement of antenna resistance it is obvious 
that an added resistance equal to the antenna resistance will reduce the 
antenna current to one-half its natural value, provided the resistance does 
not influence the inductance and capacitance of the antenna system. 

MEASUREMENT OF THE EFFECTIVE INDUCTANCE CAPACI- 
TANCE AND RESISTANCE OF AN AERIAL.— The effective values are 
those which, when lumped in a series circuit to which a given e.m.f . is 
applied, will give the same natural frequency of oscillation and the same 
current as a given antenna circuit, whether the applied e.m.f . is damped 
or undamped. If the effective values can be measured, an artificial 
aerial can be constructed which will duplicate exactly the actual antenna. 

The method of measm-ement now to be described was suggested by 
J. R. Miller in B. of S. circular No. 326 (Oct. 23rd, 1918). The circuit 
is shown in Fig. 244. Z/-1, C-1 and ft-1 are respectively a variable in- 
ductance, a variable capacity, and a variable resistance of values some- 
where in the region of those to be expected from the practical antenna. 
Switch /S-1 places the antenna coil L-3 either in series with the antenna 
or in series with L-1, C-1, ft-1. (7 is a source of undamped oscillations 
— a Marconi V. T. connected up for the production of radio frequencies. 
D is a damped oscillation spark set, the spark gap having magnesium 
electrodes. Switch /S-2 connects I/-2 to either source. 




IubeGem. -u- 

Fig. 244. Miller's method of measuring the effective inductance, capacitance and resistance of an 
antenna circuit. 

The theory on which this measurement is based will first be given. 
When a source of undamped oscillations in a primary circuit induces 
current in a secondary tuned circuit the current in the secondary lor a 
given e.m.l depends only upon the resistance of the secondary circuit 
In the case of damped oscillations in the primary, the current in the 
secondary for a given e.m.t. and primary decrement depends upon the 
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decrement of the secondary; that is upon the resistance and the ratio 

Q 

Y* The higher the decrement of the primary circuit relative to the 

decrement of the secondary the greater is the dependence of the current 
in the secondaiy upon its own decrement. 

Advantage is taken of these facts in determining the effective induct- 
ance Lf, the effective capacitance C,, and the effective resistance Re 
of the antenna system as in Fig. 244. The procedure is as follows: 

The frequency of the undamped source — the tube generator — is tuned 
to the antenna^ and the circuit L-1, C-1 then tuned to the source. The 
resistance R-l is then varied until the ammeter A reads the same in both 
positions of the antenna switch S-1. The resistance of the circuit L-1, 
C-1 is then equal to the effective resistance of the antenna and Zr-1, 
C-1 = L,C, (and/2-l = i2,). 

The damped source — ^the spark gap circuit — ^is then coupled and tuned 
to the antenna by varying ite frequency and noting the reading of the 
ammeter A. The coil L-3 is then thrown to the L-1, C-l circuit by 
switch S-1. If the current increases, the value of C-1 is greater than C, 
and vice versa. L-1 and C-1 are then varied, meanwhile maintaining 
resonance (while R-l is left unchanged) until the ammeter A reads the 
same in both positions of the switch S-l . C-1 then = C, and Lnl = L,. 

The coil L-1 is preferably a variometer. U the setting of the vario- 
meter has to be changed considerably in order to obtain a balance with 
the switch S-1 in the two positions, its resistance must be taken into 
account and eliminated. The resistance of the variometer may be elim- 
inated by shorting it and varying R-l until equal readings are obtained 
at A with switch S-1 in the two positions, using undamped oscillations. 
Then R, = R-1. Now that L, C and \R are known, the decrement may 
be calculated from 

5 = p=r 



VT 




flo. 246. Method of measuring capacities at radio frequencies. 

MEASUREMENT OF CAPACITY AT RADIO FREQUENCIES.— 

The circuit is shown in Fig. 245. L C is a wavemeter excited by a buzzer 
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J5-2. Lr-l is a variable inductance which may be shunted either by 
a calibrated condenser C-n or by the condenser of unknown capacity C-x, 
D is a crystal rectifier, and P a head telephone. 

To carry out the measurement proceed as follows: With the switch 
thrown to C-x vary the wave length of the wavemeter at C until resonance 
is obtained. Then throw the switch to C-n and vary its capacity until 
resonance is again secured. Then C-aj = C-n. 

If the effective capacity of C-x is desired for some other particular fre- 
quency, then set C L at that frequency and vary L-1 until lr-l, C-x is 
in resonance. Then proceed as above. 

MEASUREMENT OF INDUCTANCE AT RADIO FREQUENCIES. 

— The circuit of Fig. 245 applies also to this measurement. To find the 
inductance of L-1, for example, throw the switch to C-n and tune L C 
to resonance. Note the wave length of the wavemeter and the capacity 
of C-n. Then 



L-l = 



X2 



3552 XC-w 



«») 



MEASUREMENT OF MUTUAL INDUCTANCE AT RADIO 
FREQUENCIES.— Assume that the coils L-2 and L-3 in Fig. 246 are 
the primary and secondary of a transmitting oscillation transformer. 
Their mutual inductance may be determined approximately as follows: 
Put jumpers across the posts A and fi, and C and D. Then tune the 



1 Li 




U LS 

A 5 C D ^ 




lc-i 



Fig. 246. Measurement of mutual inductance at radio frequencies. 



wavemeter L-1, C-1 to the spark gap circuit LCS or any source of 
oscillations. Designate the capacity of the wavemeter condenser C-1 
at resonance as C-2. Then connect L-2 and L-3 in series and find a new 
value of C-1 for resonance and designate it as C-3. Then, if the magnetic 
fields of the two coils assist, a value of inductance will be obtained equal 
to Ir-2-|-L-3-|-2 M. And in terms of the wavemeter settings, 



L-2+L-3H-2 M 



-(S-O 



L-1 
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Next reverse the connections at either C, D, or A, fi, and re-tune the 
wavemeter. Let the new reading of the condenser C-1 be C-4, then 

L-2-fL^— 2 3/=(-^— l) L-1 

If L-5 = L-2+L-3+2 ilf, and L-6 = L.2+L-3— 2 ilf , then 

M = ^^ (70) 



where ilf =the mutual inductance in microhenries or centimeters, accord- 
ing to the way L-1 is expressed. 

M 
The coefficient of coupUng iir= , Z/-2 and L-3 may be meas- 

"^ L2 L3 

ured as in the preceding paragraph. 

MEASUREMENT OF THE LOGARITHMIC DECREMENT.— 

The decrement according to U. S. statute, must not exceed 0.2 per com- 
plete cycle. The number of oscillations for a given decrement. 



M=if (71) 



where 4.6 = loge 100. 

6 = decrement. 



4 6 
Hence, a decrement of 0.2 corresponds to ^ = 23 complete oscillations. 

The decrement of the radiated wave may be measured by the circuit 
of Fig. 239. The transmitter is assumed to be tuned for single wave 
emission. If two waves widely separated exist, the measurement can be 
applied to each wave. 

The procedure is as follows: Connect a "current square'' meter in 
series with the wavemeter circuit and place the wavemeter in inductive 
relation to the ground lead of the antenna system. Locate the point of 
resonance on the condenser C and then change the coupling between the 
wavemeter and the antenna circuit until a fair deflection of the meter 
A'2 is obtained. Then increase the capacitance until A'2 reads one-half 
the value obtained at resonance and note the capacitance of the condenser 
C. Then decrease the capacitance of C to some value below resonance 
where A'2 again reads one-half the value obtained at resonance and again 
note the capacitance of C The sum of the decrement of the circuit under 
measurement and the decrement of the wavemeter is then found from the 
following formula: 

5,+ 5,=3.1416^2=gi (72) 

Ca-rOi 
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where 

5i = decrement of the radiated wave 

5] = decrement of the wavemeter ^ 

Ct = capacitance of wavemeter condenser above resonance where /' «-^ /V 

Ci = capacitance of wavemeter condenser below resonance where /' =— /V 
Suppose, for example, C2 = 0.003 mfd., and Ci= 0.0028 mfd., then, 

... 0.003—0.0028 ,,^,,,^ ^.^ 
^^'^^'°' 0.003+0.0028 ^^'^^^^°^-^^ 

This is the sum of the decrements, and 62 the decrement of the wavemeter, 
must be subtracted from 81+ 62 to obtain 61 the decrement of the circuit 
under measurement. 

In terms of wave length, the decrement formula may be written 

where Xr= wave length at resonance 

x=wave length below resonance where the current square meter 
reads J^ the deflection at resonance. 

DETERMINING THE DECREMENT OF THE WAVEMETER.— 

There are several methods of determining the decrement of the wave- 
meter, but the most accurate is that shown in Fig. 247. The wavemeter 
L, C, A-2 is excited by a tvbe generator Kke that of Fig. 218. The fre- 
quency of the generating tube is varied principally at C-1. The gen- 
erating .circuit should be designed to cover the range of frequencies of 
the wavemeter. The procedure is then the same as outlined in connection 
with formula (72), the capacity of C being set above and below resonance 

at points where P=-^Pr, and where Pr is the ciurent at resonance. 

Since the source is undamped, the resulting decremerd is 82, that of the 
wavemeter. The decrement of the wavemeter should be thus determined 
at 5 or 10 points on the condenser scale and the results plotted in the 
form of a curve for futm-e reference. The discrement values may be 
marked directly on the condenser scale. 

To siunmarize the foregoing, first measmre the decrement according 
to (72) and then subtract the decrement of the meter as determined 
above. The result is the decrement of the radiated wave. 

The decrement of the amateur^s transmitter is minimized by a good 
earth connection, by using antenna wires of low resistance, and by pro- 
viding a spark gap which gives good quenching. If the gap does not 
quench well the coupling at the oscillation transformer must be reduced 
until good quenching is secured. 
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Fig. 247. Measuiement of the decrement of a wavemeter through the use of a vacuum tube generator. 



DIRECT READING DECREMETER.— Direct determinations of the 
decrement can be made by the Kolster decremeter, the theory of which 
has been given in the book "Radio Instnmaents and Measurements." 
Any wave meter can be made a direct reading decremeter. Consider, 
for example, the decrement formula (a formula which does not take into 
account the average of the decrements on both sides of the point of 
resonance in a distorted curve), 



«i4-52=^ 



Cr—C 



(74) 



Using the "half deflection" method, it is clear that the decrement for any 
set of conditions corresponds to the displacement of the condenser's 
moving plates which varies the capacity by the amount Cr — C, The dis- 
placement of the plates for a given decrement will be different for various 
values of C* Therefore at successive points on the condenser scale any 



OS 09 




Pio. 248. Direct reading decrement scale prepared by the Bureau of Standards which is applicable to 
any wavemeter havmg a condenser of semi-drcular plates. 



*The total capacity in the circuit. 
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displacement of the moving plates which changes the square of the reson- 
ance current to -nl\, means a certain value of 81+62. A special scale 



HAIR LINE ON 
GLA5S WINDOW 

ROTARY PLATE 




Fig. 249. Showing the decrement scale attached to the movable plates of a variable condenser.* 



♦The hair line should be placed on the opposite side of the condenser scale and in coincidence with 
the zero graduation on the capacity scaie. 
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may, therefore, be computed and attached to any variable condenser 
provided the relation between the capacity and the displacement of the 
moving plates is known. Such a scale has been computed by the Bureau 
of Standards for any variable condenser with gemi-^ircular plates (the 
more common type) . This is shown in Fig. 248. The Bureau has shown 
that the graduations! of the decrement scSe of such a condenser vary as 
the logarithm of the angle of rotation. The scale may be placed on the 
unused half of the condenser top (opposite the condenser scale) or it 
may be attached to the moving plates of the variable condenser. The 
latter method is shown in Fig. 249. A small glass window with a hair 
line in the center is placed on top through which observations of the 
decrement are made. The zero mark on the decrement scale must coin- 
cide with the scale reading for "zero'' capacity when the movable plates 
are positioned for maximum capacity. 




FiQ. 260. 



I ON DECREMOn 
SCALE UUST COlMClOe 
WITH leC* OM CONO. 
5CALE 

Showing the decrement scale attached to the cover of the variable condenser of a wavemeter. 



The decrement scale mounted on the unused half of the cover is 
shown in Fig. 250, where, the zero mark on the decrement scale coincides 
with the graduation on the condenser scale for maximum capacitance. 

To measure the decrement with this scale proceed as follows: Insert 
a current square meter in series with the deqremeter circuit. Locate 



Digitized by 



Google 



306 



Wireless Experimenter's Manual 



resonance and note the reading of the current square meter. Then note 
the tabulation on the decrement scale on either side of resonance where 

the meter reads -o"^'*"- 

The difference between the two readings is then 61+62. The decrement 
82 of the wavemeter is determined as in Fig. 247 . If, for example, the read- 
ings of the decrement scale on both sides of resonance areO.6 and 0.16,then, 

5i +82-0.16-0.6=0.1 

and, if the decrement of the decremeter at the resonance capacity = 
0.033, then 

5i =0.10- .033 =0.067 

Although this decrement scale gives accurate readings, for large 
decrements (from 0.2 to 2.0), it is rather difficult to obtain precision 
at decrements below 0.15. The author finds it wise to use a large hand 
glass in order to magnify the scale at the lower divisions. 

Every amateur transmitting station should be provided with a de* 
cremeter as with this instrument it is possible to determine the sharpness 
of the radiated wave, and whether or not it comes within the restrictions 
of the law. 



y^c 



Marconi V.T 




-R.| /^^^ Tube GcNiRATOR 

Fig. 251 . Circuits for determining the radio frequency resistance of a wavemeter or a coil. 



If a calibrated variable condenser is available, the experimenter may 
predetermine the dimensions of an inductance for a given range of wave 
lengths by use of formida (72). He will then possess a wavemeter which 
if a current measuring instrument be inserted in the circuit will permit 
tuning and decrement measurements to be carried out. With the decre- 
ment scale given here it is not essential to know the wave length of the 
rebonating circuit or the capacitance of the variable condenser. As long 
as^the condenser has semi-circular plates and the inductance has the 
correct dimensions to establish resonance with the transmitter, the 
decrement can be determined directly as outlined above, 
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MEASUREMENT OF THE RESISTANCE OF A WAVEMETER 
AND A COIL. — ^The circuit is shown in Fig. 261 . L, C, A-1 is a wavemeter 
and Lr-l a coil whose resistance is to be measured. Coil L is coupled to 
a vacuum tube generator of variable frequency. A-1 is a small apmieter 
and RA is a standard high frequency resistance box. The procedure fol- 
lows: Cut Lr-l out of the circuit and connect together the posts A and 
B. Tune the source until a maximimi / is indicated at A-1,* with RA 
set at zero. Then insert some resistance at 22-1, and observe the corre- 
sponding current /i. Then the resistance of the wavemeter circuit, 



&= 



B-1 

i- 



(75) 



To find the resistance of Ir-l, cut it in the circuit, retune to resonance 
and measure the resistance again. Then subtract the resistance of the 
wavemeter (determined as above) from the value now obtained and the 
result will be the resistance of the coil. 

If a current square meter is used at A-1, add resistance at R-l until 
the deflection is one-quarter of that obtained in the first observation. 
Then fie = i2. 




timtmr-' 




Fio. 252. Measurement of the audibility of incoming mgnalii, | 

AUDIBILITY OF INCOMING SIGNALS,— A comparative measure- 
ment of the strength of signals may be made as in Fig. 252 where the 
telephones T are shunted by a variable resistance or impedance R. If 
s is the impedance of the shunt. It, the least audible current in the tele- 
phone, J, the total current in the shunt and telephones, and <, the imped- 
ance of the telephone, then 



The ratio is called the audibility factor. 



(70) 



*A thennocouple and galvanometer. See pages 181 and }82 **Hadio Instruments an^ Measure- 
ments." 
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Since the impedance varies with the frequency, wave-form and other 
constants of the circuit, it is necessary to calibrate the apparatus for each 
setting under actual conditions of use. 

The ordinary way is to ignore the impedance and call s and t, the 
resistance of the shunt and telephone respectively. The resistance R in 
Rg. 262 is then varied until the signals are just audible. Then if 

50+2000 
«=50 ohms and ^=2000 ohms, J = ^ — X/|=40J«, that is, the signal 

is 40 times audibility. 

Although the latter method has many disadvantages it is still widely 
used. Calibrated audibility meters may be purchased. 




3uzzer Tes^r "^t- 



FiQ. 253 . The calibration of a receiving set by a wavemeter . With this apparatus the complete receiving 
system may be tuned to any wave length in advance of reception. 

DISTRIBUTED CAPACITANCE OF A COIL,— Using the circuit of 
Fig. 245, the distributed capacitance of the coil LA may be determined 
as follows: Determine the apparent inductance of Ir-1 at two settings 
of C-n^ tuning the circuit Ir-1, C-n to the wavemeter for each setting. 
Then use formula (69) . 

Letting 

Loj=the apparent inductance for C-1 (one value of capacitance pf Q-n) 
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and 

Las ^ the apparent inductance for C-2 (the second value of C-nj 
Then 

Where 

Co == distributed capacitance in mfds. 

CALIBRATION OF A RECEIVING SET,— The circuit appears in 
Fig. 263. L C is a wavemeter excited by a buzzer, which is placed in 
inductive relation to the antenna system at L'. The wave length of the 
complete receiving set is then determined as follows: Start the buzzer 
and set the wavemeter at some wave length. Vary the inductance and 
capacitance in the open and closed circuits and change the coupling until a 
sharp maximum is heard in the head telephones. The wave length of the 
receiving set is then the same as the wavemeter. Using loose coupling 
at L,L', the oscillation detector can be adjusted for maximum sensitive- 
ness by trying different points on the crystal and adjusting the potentio- 
meter Pot. 

A wavemeter used in this way has a good deal of value around the 
experimental station as it assures the operator that his apparatus is set 
at the correct wave length for reception from a given transmitter; other- 
wise much experimental tuning will be necessary in order to pick up a 
station. 

HOME-MADE WAVEMETER FOR THE AMATEUR STATION, 

— The wave length curve of Fig. 253a has been prepared to show the 
amateur who does not possess the facilities for calibration how to construct 
a wavemeter with which he may tune a 200-meter transmitter. 

This curve fits the General Radio Company's type 124- A No. 501 
variable air condenser. The inductance for the wavemeter consists of 
30 turns of No. 18 cotton covered annunciator wire, wound on a tube 5' 
outside diameter. At 20*^ on the variable condenser, the wave length 
is 175 meters and at 100 degrees it is 560 meters. This will cover the 
amateur's transmitter. 

Thus, in order to obtain a wavemeter for tuning purposes, the experi- 
menter need only purchase the above mentioned condenser and construct 
a coil according to the dimensions given above. The detector circuit, 
as shown in the drawing next to the curve, is connected unilaterally to 
the wavemeter. A Marconi V. T. should be used for sharp readings and 
to permit the wavemeter to be loosely coupled to circuit under measure- 
ment. The grid of the valve only is connected to one terminal of the vari- 
able condenser C. 

For the curve given, the leads from the coil to the condenser are 6*^ 
long. 

MEASUREMENT OF HIGH VOLTAGES.— The sunplest method is 
the "sphere gap voltmeter" mentioned in Chapter IV. Two spark 
balls 2 centimeters in diameter are mounted on an insulating base and 



Digitized by 



Google 



310 



Wireless Experimenter^s Manual 



connected in shunt to the high voltage source. The balls are separated 
until sparking just ceases. The following table of voltages, indicates 
the maximum e.m.f . for different gap lengths. 
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Fio.253a.- Wave length curve for the General Radio Company's condenser tvpe 124-No. 601 when shunted 
by a coil of 30 turns of No . 18 annunciator wire wound on a bakelite tube 5 ' in diameter. The range 
oi this wavemeter is correct for tuning the amateur transmitter. 

TABLE XVI 



Spark 


Length of gap 


Voltage 


in cm. 


4700 


0.1 


8100 


0.2 


11400 


0.3 


14500 


0.4 


17500 


0.5 


20400 


0.6 


3iaoo 


1.0 


47400 


2.0 



Fio. 253b. Table showing the voltages corresponding to various spark gap lengths using spark balls 2 cm. 
in diameter. 
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CHAPTER XII 

CLOSED COIL AERIALS— DIRECTIVE TRANSMIT- 
TERS AND RECEIVERS— CONSTRUCTION OF 
A DIRECTION FINDER 

GENERAL. — For many years closed coil aerials have been employed 
by the Marconi Companies in their direction finding apparatus. Weagant 
has been particularly active in using these coils for long distance recep- 
tion. It is well known that a closed circuit loop exhibits directional 
characteristics both in transmission and reception. It is useful not only 
for locating the direction of a station but as an in-door aerial as well. 

It is doubtful whether the amateur experimenter will ever utilize the 
loop aerial for radio transmission, but it is interesting to know that a low 
power, portable transmitting set using a small loop aerial and permitting 
communication over 20 miles was developed during the war. The 
radiaiing properties of the Ipop are notoriously low, but the loss in radi- 
ation is made up by the use of super-sensitive vacuum tube amplifiers 
at the receiving station. 

Any closed coil aerial connected to an amplifjdng receiver may be 
used as a direction finder. The operating characteristics of a loop may 
be explained by the sketches in Fig. 254a and b. When the plane of the 
loop L points in the direction of the advancing wave as at Fig. 254a, 
the e.m.f . induced therein is a maximum, but if the plane of the loop is 
at right angles to the advancing wave as in Fig. 2546, substantially no 
current is set up in it. If then, the loop be turned on its axis X, as at 
Fig. 254c, a position can be found for either maximmn or minimum signals 
from any given transmitter. 

The curve of reception for the closed coil or loop aerial is shown in 
Fig. 254d. Maximum signals are obtained when the plane of the coil 
lies in the direction A B; and minimum signals in the direction At 3%, 
In any other direction, such as Ai Bi the strength of the signal varies 
as the cosine of the angle which the plane of the loop makes with the 
plane of the advancing wave motion. 

The position of the loop for minimum signals is generally more sharply 
defined than that for maximum signals. Hence, the pointer on the 
direction finding scale is mounted at a right angle to the plane of the loop. 

Returning now to Fig. 254d, if the small circle R represents the 
smallest current that will give an audible signal, then for any position 
of the coil aerial within the angles R Mi Mt and 22 ilf , ilf «, no signals are 
obtained. 
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Fia . 264 . A , ahowing the position of a closed loop aerial for maximum induction from an advancmg waye . 
B, the poeition of the loop for minimum induction. C, loop aerial mounted on an axis for determining 
the direction of a sending station. D, curve of reception for the loop aerial. E, loop aerial in the 
form of a square prism . 
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To determine the direction of a transmitter the positions Mi M2 are 
noted on the scale where the signals just become inaudible. The loop is 
then turned 180° and the positions Ms M4 for minimum signals observed. 
By taking an average of the scale readings at Mi Af2, and at Ms M^ and 
placing the loop along the line of the resultant the pointer P will lie in 
the direction of the station sending. 

In practice the loop L Fig. 254c is mounted on a pole or stand so 
that it can be turned through an arc of 180 *'. The scale is stationary 
and its zero index should be placed in line with either the geographical 
north pole or the north magnetic pole. 

The loop L may be made a flat spiral as in Fig. 254c, or a square 
prism as in Fig. 254e, or it may be wound in regular or irregular naulti- 
layers. Litzendraht wire is generally used but solid copper wire will da 
nearly as well. 

In addition to their directional characteristi<2§, it will be evident that 
these loops will eliminate a certain amount of interference from stations 
whose^^signals are not desired, for if the plane of the coil points in the direc- 
tion of the station desired, a signal of the same wave length coming at right 
angles to the plane will not be heard. Signals at any other angle will be 
heard with less intensity than with a non-directionai antenna. 

DIMENSIONS OF LOOPS.— For strongest signals the natural wave 
length of the loop should be near the wave length of the signal to be 
received. These loops do not respond well when loaded to wave lengths 
two or three times the fundamental unless a cascade amplifier is employed. 

The turns should not be too close or the distributed capacitance will 
be excessive. The turns are usually spaced. An increase of the 
number of turns up to a certain point increases the signals, but beyond 
this point no increase is obtained. 

For long wave lengths, 20 to 70 turns embracing a comparatively 
small area are used . Loops of greater area with 1 to 4 turns are employed 
for short waves. 




Loop AehiaC 



Marconi V.T. 



^Dkr-Ht 




FiQ 265. Loop aerial that has been found suitable for the reception of wave lengths between 2600 and 
"7000 meters. The frame is 9 ft. square wound with 22 turns of 3x16x38 Litaendraht or No, 14 r.c. 



7000 meters. ^ . . 

wire. The turns are spaced 0.1 inch. 
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The Signal Corps has obtained good results at wave lengths up to 
600 meters with a square loop 8' on a side, wound with three turns of 
3 X 16 X 38 Litzendraht cable spaced l^". The natural wave length of 
such a loop is near 160 meters and with the series condenser C-2 and the 
inductance L-2, Fig. 254c, waves up to 600 meters can be tuned in. A 
loop 4' square with 4 turns spaced Si'^ is also suitable. 

For waves of moderate length up to 8000 meters a loop of 22 turns 
spaced 0.1 of an inch, on a frame 9' square, has been found suitable. 
A circuit that has been used with a loop of these dimensions is shown in 
Fig. 255. For long waves the loading coil L is used to increase the wave 
length of the system. 

For direction finding, the primary inductance L-2 Fig. 254c is pref- 
erably spUt in the center so that the variable condenser C-2 may be in- 
serted. 

The Research Department of the Marconi Company has achieved 
noteworthy results with the loop and circuits of Fig. 256 with which 
signals have been received at long wave lengths over distances of several 
thousand miles. For wav6 lengths up to 18,000 meters the frame of the 
loop should be 4' square wound with 70 turns of 3 x 16 x 38 Litzendraht 
in 4 layers. The loop is coupled inductively to a 3- to 6-stage resist- 
ance couplea amplifier using Marconi V . T . 's . The detection and amplifier 
circuit is the circuit of Fig. 184 and data for this are given in connection 
with that figure. 

For heterodyne or beat reception the local radio frequency current is 
supplied by another Marconi V. T. which is connected up as an oscillation 
generator. The coil L of the generating circuit is coupled inductively 
either to L-l or L-2, The tube generating circuit is substantially that of 
Fig. 218. For long wave reception, the coil L and the condenser C 
must be of sufficient magnitude to generate oscillations between 18,000 
and 50,000 cycles. 

Throughout Fig. 256 grid leaks of 2 megohms are indicated at R. 
The coupUng resistances ^-1 have resistance of 2 megohms each. The 
dimensions of the tuning elements for the circuit can be taken from 
Fig. 134. 

A suitable loop for 6000 meters is one four feet square wound with 50 
turns of 3 x 16 X 38 standard Litzendraht. The turns may be wound in 
33^ layers and the circuit Fig. 256 should be used. 

Good results will be obtained when the loop aerial is erected inside of 
wooden buildings. The signals are reduced considerably when mounted 
inside of buildings with metal frames. 

The experimenter must bear in mind that the signals are maximum 
when the plane of the loop points in the direction of the sending station. 
Hence, for reception from all points of the compass the loop must be 
mounted so that it can be turned through an arc of 180°. The loop 
may be suspended from the Umb of a tree or any convenient structure. 

The use of these loops opens to the experimenter a most interesting 
field of research. For one thing the fact that signals may be received 
over great distances with the antenna structure mounted indoors is in 
itself a good argument to warrant their adoption. 
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TWO-LOOP DIRECTION FINDER.— The circuits of a direction 
finding system used during the war are shown in Fig. 257. Two loops, 
known as the main and auxiliary loop, are mounted at a right angle 
on a common axis. The loops should be 4' square for moderate wave 
lengths, the main loop being wound with 12 turns of No. 18 annunciator 
wire, and the auxiliary loop with 33 turns of the same size wire. To 
reduce the distributed capacitance of the loop the turns are preferably 
slightly spaced. Both loops are connected to a conunon detector circuit 
primary P. The connections from the auxiliary loop can be reversed by 
the switch S-2 and the switch S-1 disconnects the primary from the 
main loop and connects it to a coil L-l which has the same inductance as 
the main loop. C-1 is a variable condenser of 0.001 mfd. 



.• Auxiliary Loop 




GRID LEAK 



FiQ. 267. Two-loop direction finding system used during: the recent war. The direction of the sending 
station is determined by turning the loops until the signals are a maximum. The auxiliary loop acts 
as a check on the position of the main loop for maximiun induction, for when the plane of the main 
loop does not lie in the general direction of the sending station the auxiliary loop becomes active 
ana indicates by its effect upon the signals that the direction of the sending station has not been 
accurately located. When the correct position of the main loop is found the auxiliary loop is inactive 
and it will then neither strengthen or weaken the signals when the reversing switch is thrown from 
one position to the other. 

The method of locating a transmitting station is as follows: Throw 
switch S-2 to the left, close S-l to the top, and turn the loops for maximum 
signals. The main loop is now somewhat in line with the transmitter. 
Then throw S-l to the inductance L-lsmd if signals are still being received, 
the auxiliary antenna evidently is receiving signals. 

Then revolve the loops still further (up to 90°) and change S-2 from 
one position to the other with the switch S-2 closed to the main loop. 
As long as current is flowing in the auxiliary antenna reversing S-2 will 
either increase or decrease the signals. 
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By turning the loops farther a position will be found where, with the 
switch S-2 in either position, ihe signals will not be affected. The plane 
of the main loop now points along the line of the direction of the sending 
station. It then receives the maximum induction from the passing wave, 
whereas the auxiliary loop is not affected. 

As pointed out before, the position of a loop aerial for maximum sig- 
nals is not sharply defined, but by means of the balancing system pro- 
vided here the position of the main loop for maximum signals can be 
very accurately located. The auxiliary loop evidently serves as a good 
check on the position of the main loop for maximum signals, for if the 
main loop is not in the position for maximum induction, the auxiliary loop 
will become active and show by its effect upon the signals from the main 
loop that the direction of the sending station has not been accurately located . 



MARCONI TWO-LOOP 
DIRECTION FINDER,— 

This eystem has been used 
commercially for a number 
of years. Two single turn or 
multi-turn loop aerials are sup- 
ported by any convenient 
structure at a right angle and 
their terminals "are connected 
to the primaries of a device 
called a goniometer. These 
primaries combine to produce 
a resultant magnetic field which 
acts upon a common detector 
circuit through the agency 
of a rotating exploring coil. 

The fundamental circuit is 
shown in Fig. 258. Loop A 
B is erected at a right angle 
to loop C D. The former is 
connected to the goniometer 
primary L and the latter to 
the goniometer primary Z/-1. 
Condensers K and K-1 are inserted in the middle of each primary. They 
are mounted on a common shaft so that their capacity may be 
varied simultaneously. 

The exploring coil L-2 rotates in the resulting magnetic field and its 
terminals are connected to the detecting circuit through the intermediate 
circuit Z/-2, F, L-3. The intermediate circuit may be omitted and the 
coil Z/-2 connected directly to the terminals of the variable condenser 
C-1 . A Marconi V. T. may be substituted for the crystal detectors shown . 
The construction of the goniometer is shown in Fig. 259. It will be 
noted that the goniometer coils (marked L and L-1 in Fig. 258) are 
crossed at a rightangle . One suitable for amateur use will be described later. 
The operation of the direction finder is as follows: When one of the 
loops points accurately in the direction of the transmitter, it alone is 
active, and the other is inactive. If the exploring coil L-2 is then turned 




Fig. 250. The Marconi radiogoniometer — a radio instru- 
ment for locating the direction of a sending station. 
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Fia. 260. Showing the magnetic field within the Marconi goniometer when one loop alone is acted upon 
by the advancing wave. 
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Fia. 261. Showing the magnetic field within the goniometer when both loops are acted upon equally 
by the advancing wave. 
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to receive the maximum energy from the corresponding goniometer 
primary, the pointer mounted on its shaft will point in the direction of 
the plane of the loop. The same results are obtained from the other loop 
when it alone is acted upon. 

If the advancing wave strikes the two loops at any angle, a resultant 
field will be set up within the goniometer bearing a direction at right 
angles to the direction of the advancing waves . Then , when the exploring 
cci' L-2 is turned to receive the maximum induction from the resulting 



LOOP AERIAO. --:.... 




Fig. 262. Plan view of a goniometer suitable for the amateur station The connections between the 
triangular aerials and the goniometer primaries are indicated. Tuning is effected by two variable 
condensers, one connected at the center of each goniometer primary. 
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field, the pointer will be along the direction of the transmitting station. 
The resultant fields for two cases are shown in Figs. 260 and 261. Fig. 
260 shows the field around the goniometer primary when one loop is 
being acted upon alone. Fig. 261 shows the resultant field when the 
advancing wave acts upon both loops at equal angles. For any other 
angle, the resultant field will shift accordingly. 

A suitable goniometer will now be described for reception at amateur 
wave lengths. The dimensions and the constructional details appear in 
Figs. 262 to 265. The chief part of the equipment is the goniometer, 
which utilizes the energy of both loop aerials to aflfect the detecting cir- 
cuit . Briefly , it will be noted that the goniometer consists of two identical 
rectangular coils mounted co-axially at an angle of 90 ° with an exploring 
coil located in the center. Each coil is wound with 8 turns of No. 26 
wire and is interrupted at the exact center so that a series tuning condenser 
may be inserted. 

The exploring coil mounted on a vertical axis at the center of the 
rectangles is constructed like the rotating coil of a variometer and is 
wound full with No. 28 s.s.c. wire. The terminals of the ball winding 
are connected to the detecting circuit as in Fig. 258. The ends of the 
goniometer primaries are connected to the two triangular loops in the 
manner shown in Fig. 262. 

The chief requirements of an operative direction finder set are satis- 
fied if the general design outlined above is adhered to. It makes little 
difference, from a mechanical standpoint, in what manner the experi- 
menter mounts the rectangles and the exploring coil, for if the two 
rectangles are permanently fixed at a right angle, and the exploring coil 
is accurately centered inside, a workable apparatus will result. The 
advantage of the Marconi radiogoniometer over some other systems is 
that the loop aerials need not be turned, as the direction of a sending 
station is determined simply by rotating the exploring coil. 

Fig. 262 is a top view of the two goniometer primaries, and shows 
the connections from these to the loop antennae. The primaries L and 
L-1 cross each other at a right angle, the primary L being mounted 
slightly above L-1. Coil L-1 is interrupted at A^, B^ for connection 
with the variable condenser K-l; similarly coil L at A', B' to include the 
variable condenser K. The condensers are identical in construction, and 
in capacity, and both are mounted on a common shaft rotated by the 
control handle H. The condensers are insulated from each other by the 
hard rubber sleeve BA. A pointer which moves over a 180° scale 
should be attached to the shaft 

Each goniometer primary has exactly 8 turns plus the length of the 
top pieces (Fig. 262), spaced J^", slots being sawed in the top and bottom 
frames to take the wire. 

Fig. 263 affords an idea of the goniometer in elevation. Each rect- 
angular coil is 6J^" high, 5" long (at its maximum diameter) and 2}/^" 
wide. A ^^'^ brass rod passes through the top, through the support for 
the coils L and L-1, and finally terminates in a bearing in the base. 
The variometer ball is mounted at the exact middle of the goniometer. 
The dimensions of the ball are given in Fig. 264. The shaft also carries 
the control handle and a pointer which moves over the scale shown in 
Fig. 265, 
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Fig. 264a shows the dimensions of- the top and bottom supports for 
the rectangular coils. The support for one coil A is spread out at the 
ends to take machine screws for holding the supporting hard rubber 
rods R'l in Fig. 263. The support B for the other coil is screwed to A, 
but a slight air gap is left to permit the wire to be fished through during 




FZQ. 263. Amateur type of goniometer in elevation. 
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Fig. 264. Dimensions of the exploring 'coil. 




-MACHINE SCREW FOR UPWGHT POST 
fiQ, 264». Dimensions of the top and bottom supports of the goniometer. 
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the winding of the coils (see Fig. 263). Slots He*" wide are cut in both 
A and B to take the wire. 

Careful scrutiny of these sketches will reveal that the variometer ball 
wifading must be placed in position before the turns are wound on the 
frames. Placing these turns would indeed be tedious were it not for 
the fact that they are few in number. It will also be clear that the cir- 
cumference of the supports A and B represents a circle 5*^ in diameter. 
That is to say the diameter of the goniometer looking down from the 
top is 5*^. 

Note that the scale in Fig. 265 is calibrated from 0° to 180° in both 
directions. The zero index should be placed along the line marked N S 
in Fig. 262. If the line N S is in the direction of the geographical or 
magnetic north pole the direction of a sending station is readily located 
with the aid of a map. The possible towns or cities from which such 
signals emanate may be recorded for future reference.* 

Suitable loop aerials for moderate wave lengths are shown in Fig. 266, 
where each has the form of an isosceles triangle. Each loop has but one 
turn for short waves up to 600 meters, for longer waves two or three 
turns may be used. As long as they are symmetrical, the loops may have 
the shape of a square, a rectangle, or a circle. The aerial in Fig. 266 
is 40 feet high and 30 feet long at the base. The lead-in wires Wi and 
W2 should be placed at least 5 feet above the earth. The two loops* 
must be symmetrical in every respect. 

CALIBRATION OF THE GONIOMETER.— The terminals of the 
two-loop aerials in Fig. 262 are marked SFy P AySA,PF. These letters 
refer to their positions aboard ship, and mean respectively, starboard 
forward, port aft, starboard aft and port forward. Thus the line N S 
in Fig. 262 would be the bow and stern line of the vessel. Whether or 
not the terminals of the loops are connected to the proper terminals of 
the goniometer primaries can be checked up by a wavemeter set into 
excitation by a buzzer. The method of calibration follows: Place the 
coil of the wavemeter (with buzzer active) in abutment with the side of 
the loop P F, Rotate the exploring coil (after resonance has been estab- 
lished by turning the variable condensers) until a signal maximum is 
obtained. The plane of the exploring coil should then coincide with the 
plane of the corresponding goniometer primary, in this case the coil 
Ir-1 Fig. 262; that is, the pointer should lie on the goniometer scale in 
the position 45°-135°. 

Then place the wavemeter coil in abutment with the other loop at 
the side /SF and follow the same process. If the second loop requires 
re-tuning of the detector circuit for maximum signals it is an indication 
that the loops are unsynunetrical. This should be corrected immediately 
and it will probably be found that the wires of one of the loops are not 
pulled taut. 

Now place the wavemeter exactly midway between the sides of the 
loops corresponding to P F and SF, and turn the direction finding 



♦This apparatus is a bilateral direction finder or radio compass. That is, it gives the neneral line of 
direction, but does not indicate on which side of the loop the signal is received. A unilateral apparatus 
is in use in the U.S. Navy which gives the absolute direction with a lair degree of accuracy. In this sys- 
tem a vertical antenna is balanced against a closed circuit loop, advantage being taken of the relative 
phases of the currents in the loop and in the vertical antenna , and of the directional characteristics of the 
)oop to obtain » reading. 
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pointer for a signal maximum. The pointer should then lie on the position 
°-180 "* and the signal should disappear in the position 90 °-90 "*. If the 
maximum is obtained in the position 90^-90°, reverse the connections to 
one of the goniometer primaries. 

In the actual Marconi set, a small wavemeter, giving x=300 and 
x = 600, is placed immediately above the goniometer box with the four 
leads from the two loops through the corners of the box. Thus since 
both loops are excited symmetrically, the instrument can be tuned to 
any given wave length in advance of the reception of signals. The com- 
plete goniometer can at the same time be checked up for accuracy and 
correct connections. 

In order that the signals from the buzzer will be heard when the 
wavemeter is a small distance from the loops a Marconi V. T. should be 
used as the oscillation detector. During calibration the wavemeter should 
be set at various wave lengths and the positions of the variable conden- 
sers K and X-l, and the secondary variable F-1 (Fig. 258) noted. 

The goniometer and aerials just described will respond up to 600 
meters, but by the use of suitable loadings or multiturn loops, much 



SCALE., 




FiQ. 265. Details of a suitable goniometer scale. 
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longer waves can be received. The possible wave length range is of 
course governed largely by the dimensions of the loops. 

To find the direction of a sending station proceed as follows: Tune 

the loops to the desired 
wave length (if known) by 
a wavemeter. Turn the 
handle of the exploring coil 
until a signal maximum is 
obtained. The pointer 
should then lie along the 
general direction of the 
sending station . Now that 
the general line of direc- 
tion of the sending station 
has been determined, other 
means must be employed 
to find out on what side 
of the receiving loop the 
signals are transmitted. 
The observer, if he be at 
a land station and the land 
station is not on an island, 
obviously can locate the 
absolute direction of the 
ship sending, but if he is 
aboard a ship or on an 
island other means must be 
employed to indicate on 
which side of the receiving 
station, the station sending 
is located. 

If the position of the 
pointer for a maximum is 
not sharply defined, the 
operator should observe the 
scale readings on both sides 
of maximum where the 
signals just disappear. A 
mean of these readings is 
then taken for the maximum. The three-bulb Marconi V. T. set of 
Fig. 183 should be used for long distance reception at short wave 
lengths. The goniometer described here will be used in connection 
with Weagant's static eliminator explained briefly in the following 
chapter. 




ion 



Fig. 266. Triangular loop aeriab for use with the Marconi 
direction finder. For long wave length reception multi- 
turn loops are employed. 
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CHAPTER XIII 

WEAGANT STATIC ELIMINATOR— UNDERGROUND 

AERIALS 

GENERAL. — Until Weagant's epoch-making discovery, no satis- 
factory solution of the static problem had been presented. His researches 
seem to indicate that the predominant types of static waves may be clas- 
sified under two headings, viz., ''grinders" and ''clicks." The former 
are the kind that cause a continual grinding sound in the telephones and 
are especially strong in the temperate zone during the summer months. 
The latter are more like the detonations of cannon fire taking place at 
irregular intervals. 

Like wireless waves, clicks appear to be propagated horizontally; 
while grinders are propagated vertically and they affect simultaneously 
aerials separated by great distances. This latter observation served as a 
basis for the development of practical apparatus and the results obtained 
in the earliest experiments justified the hypothesis to a large degree. 

The interference from grinders is most prevalent in the warm season 
from noon to the sunrise of the following morning. Clicks are most 
noticeable during the cooler periods of the year and day. They do not 
interfere with reception as extensively as grinders, unless the incoming 
signals happen to be very weak. 

The interference of grinders may be eliminated satisfactorily by 
Weagant's two-aerial system, but to do away with the "jamming" 
of both grinders and clicks, he devised a three-aerial arrangement which 
has proved very satisfactory. 

It may be well to mention here that one reason why the former at- 
tempts to eliminate static interference have proved unsuccessful was due 
to the belief generally held that the frequency of the static currents in 
receiving antennae differed from the frequency of the isignal. Weagant 
has proven conclusively that the static currents partake of the frequency 
of the antenna system whatever it may happen to be, and hence any 
attempts to utilize simple balancing circuits outside of those used in the 
system devised by Weagant prove fruitless. 

Obviously it is impossible to separate two currents of the same fre- 
quency m the same circuit in any ordinary radio receiving system. 
However, by employing the principle discovered by Weagant an inter- 
fering current of the same frequency but of different wave form than the 
desired current can be balanced out most effectively. As will be pres- 
ently understood, he took advantage of the apparent vertical propagation 
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of static ''waves'* as contrasted with the horizontal propagation of wireless 
waves to devise a system whereby the signal currents can be retained 
while the static currents are annulled. 

WEAGANT'S TWO-AERIAL SYSTEM.— The fundamental principle 
may be explained by the aid of Fig. 267. Let loops A^ and B' be 
separated one-half wave length from center to center and assume that 
the arrows A indicate passing signal waves. Then let the downward 
pointing vertical arrows represent vertically propagated static waves. 
Evidently loops A' and B' are acted upon simultaneously by the 
static waves, whereas any half cycle of the signal wave acts first on one 
loop and then on the other. That is when the positive half of the signal 
wave acts upon loop B\ the negative half acts upon A\ 
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Fio. 267. Showing the fundamental principles of Weagant's two-aerial system for the elimination of the 
interference of "grinders" — a type of static which apparently is propagated vertically. For amateur 
wave lengths each loop should be 350 feet in length. 

If now both loops are coupled to a common detector circuit L-3, 
the effect will be as follows: The static currents will flow in the same 
direction in both loops (as indicated by the single pointed arrows) and 
in the particular illustration under consideration, will go up through the 
coil L-2 and down through the coil L-1. The magnetic fields of L-1 
and L-2 are thus in opposition and substantially no static currents will 
flow in the detecting circuit L-3. 

The signaling currents in the two loops, however, flow in opposite 
directions (as indicated by the two-poiuted arrows) and as a result, the 
signal current goes down the coil L-1 and down the coil L-2. Their 
e.m.f.'s add and if the loops are spaced J^ wave length the signals will 
be twice as strong, as with one loop. 

In practice L-1 and L-2 are the primaries of a goniometer such as 
described in Figs. 258 to 266, while L-3 is the inner or rotating coil. 
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To balance out static it is then only necessary to turn the rotating coil 
until a signal maximum is obtained, the balancing being done by the 
goniometer itself. In one position of the goniometer the signals will be 
a maximum and the static interference a minimum. If the exploring 
coil is now turned 90°, the static interference will be a maximum and the 
signals a minimum. 

One-half wave length separation of the loops will give the best results 
but a general order of the result will be obtained with any spacing. For 
one-half wave length separation at 10,000 meters, the distance from 
center to center of the loops Fig. 267 should be 6000 meters = 16,250 feet 
(approx.) = 3 miles. The entire antenna system will then be 6 miles 
long. Such an installation is now in operation at Lakewood, N. J., and 
the results secured are most satisfactory. 

THE PRACTICAL CIRCUIT FOR THE TWO-AERIAL SYSTEM. 

— This is shown diagrammatically in Fig. 268. Long single turn loops 
spaced from 5 to 15 feet between wires are employed. To improve the 
tuning suitable loadings L-9 and L-10 are inserted in the middle of each 
loop. 

The balancing is done in a goniometer L-1, Z/-2, Z/-3 like that of Fig. 
258. The switches S-3 and S-4 are provided so that the primary con- 
densers may be connected in series or in parallel with the loops. Switches 
/S-1 and S'2 are employed to reverse the connections between the gonio- 
meter and the incoming leads. This is essential in order to obtain a 
satisfactory balance. 

Another switch /S-7 is placed between the rotating coil L-3 of the 
goniometer and the detector circuit. C-3 is a variable condenser con- 
nected in series with L-3. L-9 and L-19 are loading coils of 30 millihenries 
each for x = 12,000 meters and 5 millihenries for x = 6000 meters. Damp- 
ing resistances of 1000 ohms are sometimes connected in the leads. 

The procedure for balancing out static currents is as follows: First 
tune one loop to the desired signal and then the other. Then rotate Z/-3 
until the signals are a maximum and static a minimum. Then to ascertain 
if a better balance can be obtained try series or parallel goniometer tuning 
and reversing the leads. 

THE TWO-AERIAL SYSTEM APPLIED TO AMATEUR USE.— 
The amateur with the space to erect these loop aerials should be able to 
utilize the Weagant system to good advantage. The upper and lower 
wires of the loops can be mounted on fence posts or perhaps permission 
can be obtained to erect them on local telephone poles or between trees. 
The upper and lower wires of a barbed wire fence may be employed if 
the fence lies in the proper direction for the station which it is desired 
to receive. • 

For X = 200 meters, the centers of the Weagant loops should be spaced 

200 

-2— = 100 meters = 325'; and the whole antenna system will be 2X325 = 

650' long. A simple goniometer may be used for balancing purposes 
and no loadings will be required. Series goniometer tuning will perhaps 
provide a balance and hence the circuit of Fig. 268 can be considerably 
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simplified, by eliminating the switches S-S and S-4. The variable 
condensers C-1 and C-2 should be connected in place of the knife blade 
switches S-5 and /S-6. The reversing switches S-l should remain. 

The experimenter must remember that these loops possess directional 
characteristics and that for maximum signals the planes of loops must 
point in the direction of the sending station. Fair signals can, however, 
be obtained at a considerable angle to the loops. But any signal prop- 
agated perpendicularly to the planes of the loops will not be heard even 
when the loops are tuned to resonance with it. If the relative phases 
of the currents in two loops are adjusted by the series condensers, the 
system can be made uni-directional receiving with maximum intensity 
off either end desired.* For such work the loops should have one-quarter 
wave length separation. 

The necessary value for the loadings L-9 and L-10 for x = 200 meters 
are not known, but it is recommended that coils of 0.5 millihenry be 
tried. If the tuning is not satisfactory other values may be tried until 
sharp resonance is secured The coils should be of the air core type 
baked in a waterproof compound. 

The working circuits of the Weagant three-aerial system are shown in 
Fig. 269. In this method the two loops are used in such a way that they 
have been called a ''static tank"' The main receiving aerial is a long low 
horizontal wire A-1, erected immediately underneath the loops. The 
two loops and the receiving aerial are coupled to a common detector 
circuit through suitable goniometers. The goniometer which is con- 
nected between the two loops is adjusted to give static currents but no 
signals. The horizontal receiving aerials on the other hand, picks up 
both static and signals. The static currents generated in the static tank are 
then balanced against those in the receiving aerial j leaving the signal currents 
which are heard in the head telephone. Experiment proves that the static 
tank is a source of static currents generated by both grinders and clicks. 
Hence, both the grinder and click currents induced in the receiving aerial 
may be balanced out and the signal currents retained. It is due to the 
fact that the static tank picks up some of the energy of both grinders 
and clicks that the three-aerial system is superior to the two-aerial 
arrangement. The latter is only effective In reducing the interference of 
grinders. The three-aerial system is the most perfect static eliminator 
yet devised as it permits reception at all times except during local 
lightning storms. 

UNDERGROUND AERIALS.— The long low horizontal aerials used 
extensively by the U. S. Navy were first employed by G. Marconi. 
Signals were received over great distances. Zenneck's '* Wireless Teleg- 
raphy'' reports that similar antennae have been used by Braun, Kieblitz 
and others. Weagant used these aerials at New Orleans early in 1914. 

At present the method is to bury these aerials two or three feet below 
the earth's surface. But the mode of operation is the same if they are 
buried below or placed slightly above the earth's surface. 

The fundamental idea of the underground aerial system is disclosed 
in Fig. 270 where two long horizontal aerials extending in opposite 



*For a more comprehensive description of the Weagant system, see the author's rei>ort in the April 
and July, 1919, issues of The Wireless Age. 
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directions are laid below the surface of the earth. The receiving station 
is located midway between them. It is apparent that the electrostatic 
capacity of the underground wires in respect to the true conducting earth 
plays an important part in their operation, so much so that these aerials 
probably function as loops. This is substantiated by the observation 
that there is an optimum length which can be employed for a given range 
of wave lengths and that even the material of the insulation covering the 
wire governs the optimum length . Experimenters unacquainted with the 
facts have been given the impression that underground aerials give better 
signals than other types, but this is not true as will soon be found out by 
actual test. The signals are generally weaker than those obtained with 
antennae above the earth and the signal to static ratio is not improved 
except through the balancing out effects obtained by the wave length 
separation of the two aerials. A small frame aerial will give just as good 
results with much less labor in installation. 
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Fio. 270. Showing the disposition of underground aerials and illustrating their electrostatic capacity 
to earth. The system usually employs two aerials extending in opposite directions, with the receiving 
apparatus installed at the center. 

Experiment indicates that if the system of Fig. 270 is employed for 
reception at wave lengths between 450 and 1000 meters, and No. 12 
d.r.c. is used, each wire should be about 150 feet in length. If standard 
20, 000- volt high tension cable is employed the wires should be about 
250* in length. In the first case, the complete antenna system will be 
300'' long, in the second case 500* long. Whether or not the average ex- 
perimenter will be inclined to dig a 500-foot ditch is a matter on which 
the author would rather not pass an opinion. 

Although the receiving set is generally coupled to the center of the 
underground antenna system as in Fig. 270, a single wire grounded at 
one end may be used as shown in Fig. 271. The series antenna con- 
denser of Fig. 270 is usually necessary for maximum signals. 

For short wave lengths the finding of the '^optimum'' length of the 
underground aerials — the length for best signals — is a tedious job and 
must be determined by experiment. The procedure is to bury a 300- 
foot high tension cable say 3' , and bare the cable every 20* for the last 
100* toward the free end. The cable is brought to the surface at each- 
break and different lengths tried until the best signals are secured. The 
optimum length varies markedly with the nature of the soil and the size 
and insulation of the wire. If tests indicate that the strongest signals 
apparently are to be obtained between two breaks the intervening 20- 
foot length must be tapped at three or four places and further trials made 
for maximum signals. 
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When the optimum length is thus found, the spliced kr^ taped 9,nd 
then vulcanized, or insulated in any serviceable way. The free ends 
must be particularly well insulated. The last two feet of the wire at the 
free end may be inserted in a rubber tube and filled with sulphur, or the 
ends may be vulcanized or coated with a good insulating compound. 
All "grounds" and '*leaks" must be carefully avoided. 
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Fia. 271. Generally in the underground system two aerials are laid down in opposite directions, but in 
some cases a single wire connected to earth at one end ia used. 
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FiQ. 272. For reception from all points of the compass several aerials covering six or eight directions 
should be laid down. 

As in the complete metallic loop system the plane of the underground 
aerial must point in the direction of the sending station. For universal 
reception, 8 points of the compass should be covered as in Fig. 272 and 
switches provided for each pair of aerials. Or if the majority of stations 
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lie in a definite direction one pair of aerials may be laid down in the plane 
of these stations. They should be accurately surveyed for any given 
transmitting station. 




^^c 



FiQ. 273. For "stand by" operation with underground aerials, two aerials are laid down at a right angle. 
If one runs north and south, the other should extend east and west. 

A "stand-by'* circuit is obtained by having one aerial at a right angle 
to the other as in Fig. 273. Thus, if Ai runs north and south, A2 
should run east and west. 

For long waves between 4000 and 15,000 meters, two 1200-foot aerials 
made of No. 10 or 12 d.r.c. wire are used. Better signals are often ob- 
tained with greater lengths up to 2400' , which is usually the optimum 
length that can be employed. The probable reason for this is that at 
such lengths, the capacity to earth is excessive, providing several paths 
to earth. Rogers, who has conducted numerous experiments with these 
aerials, claims that the optimum length may be considerably increased by 
covering the conductors with metallic casings at equally spaced inter- 
vals. These casings are not in contact but they are connected to earth. 
They are well insulated from the aerial conductor. 

In comparing the practicability of underground aerials with common 
types, it becomes evident that only the amateur who lives on a farm or in 
some isolated community will be able to use an underground aerial. 
Extensive ditch digging in congested areas is liable to induce litigation, 
particularly if the ditch crosses two or three private properties! The 
question to be settled is, which of the two undertakings involves the least 
labor for reception at short wave lengths, the digging of a 600-foot ditch 
or the erection of a 100-foot flat top aerial? 

Without doubt, the small frame aerials erected indoors will appeal 
most to the ambitious experimenter who desires to receive long distance 
signals by an up-to-date method. 
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CHAPTER XIV 

LONG DISTANCE RELAYS BY RADIO— WAVE 
LENGTH OF HIGH POWER STATfONS— 
GENERAL INFORMATION RE- 
GARDING INSTALLATION 

GENERAL. — One of the chief pleasures of the advanced experi- 
menter is the transmission of wireless telegrams over great distances. 
The despatch of wireless signals with low-power sets and small aerials 
over distances up to 1500 miles indicates the progressive age in which 
we live. Imagine the effect of such a suggestion 25 years ago! Only 
the most ardent dreamer would have dared to cherish such a theory. 
Yet, to-day mere boys are doing this work with apparatus which they 
have generally constructed themselves. 

The beginner must realize, however, that such long distance com- 
munication can only be effected in the temperate zone at night, during 
the favorable months of the year. During the day much greater power 
inputs than those used by amateur stations are required to establish 
continuous communication over such distances. The daylight range of 
a 200-meter set is limited to something like 200 miles, but at night the 
above mentioned distance of 1500 miles has been exceeded. 

SELECTION OF STATIONS AND PERSONNEL FOR LONG 
DISTANCE RELAYING.— Usually, stations which are known to have 
done consistent long distance service are selected for this work. One 
organization has divided the U. S. into six sections, known as the At- 
lantic, Gulf, West Gulf, Central, Rocky Mountain, and Pacific divisions. 
Each section is under a division manager. 

Division managers appoint the assistant division managers and the 
district superintendents. Applications for appointment to the trunk 
line of the organization are made to the district superintendents, who 
have charge of all traffic arrangements. The superintendents report to 
the assistant division managers, the assistant division managers report 
to the division managers; and they, in turn, report to the traffic manager, 
who is responsible to and reports to the Board of Directors. 

The superintendents form the points of contact with the general 
membership of the league. In addition to this they see that local clubs 
are formed and affiliated with the league in every town of their district 
with a population large enough to warrant an organization. These local 
club§ ^im tQ b^^ndle local traffic and to educate the radio beginner of the 
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locality, that he may be of greater value in the radio field and understand 
the proper operation of his station. The affiliation of these numberless 
radio clubs throughout the country will build up an organization large 
and powerful enough to offer determined and effective resistance against 
any future measures which interfere unduly with amateur radio work. 

Needless to say the owner of a relay station should be an expert operator; 
capable of taking down at least 25 words per minute. He should be 
thoroughly familiar with the methods of handling traffic at Government 
and commercial stations. He should know the U, S. laws and the In- 
ternational regulations; and should enforce them in his immediate vicinity. 
A campaign of*education conducted by a local radio club is the most 
effective means of impressing the beginner with the requirements of a 
law-abiding station. The relay station should conform to the wave 
length restrictions and make sure that the power input does not exceed 
that required by law, viz., 3^ kw. near Government stations and 1 kw. 
at greater distances. The station should be neatly wired and installed 
in accordance with the underwriters' rules. 

A three-stage, vacuum tube set should be used for long distance 
reception. A regenerative set will serve if the distance to be covered is 
not too great. 

The station should be equipped with a quick operating change-over 
switch so that no unnecessary time is lost in changing from transmission 
to reception. 

Prolonged calUng of stations should be avoided in the despatch of 
traffic. Brief calls at short intervals will be just as effective. Needless 
repetition of words should be avoided except when * 'static" interference 
is strong. Sending schedules should be arranged in advance to be sure 
that the receiving operator is at his post. 

Neither a relay station or a "cross-town" station should ''hog" the 
air. All good operators have equal rights but a beginner should ''keep 
out" until he becomes an efficient operator. A "ten-word-a-minute" 
operator is a nuisance and should not be allowed to operate his set when 
located in the vicinity of a great number of stations although the law at 
present permits him to do so. 

A station when communicating no more than 5 or 10 miles should 
never use full power but should employ the lowest power consistent with 
readable signals The key should never be *'held down" for testing while 
other stations are working Attention to these suggestions will go toward 
maintaining peace and harmony. Always "listen in" before you send 
in order to see what is going on and whether or not your sending will cause 
interference. 

REGARDING INSTALLATION.— All power circuits should be 
placed in metal conduit or metal moulding and the outside casing grounded 
to earth. Protective condensers should be placed on the power lines. 
Transmitting aerials should never be erected over power, lighting, or 
telephone wires, but if possible, should be swung at a right angle to them. 

The power circuits of the radio transmitter should be connected up 
with No. 10 or No. 12 r.c. wire, the secondary circuit with No. 16 or 
18 wire. The primary circuits should be equipped with appropriate 
fuses. The antenna lead-in wires should equal in conductivity the flat 
top portion of the aerial. 
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Receiving sets may be wired up with No. 18 annunciator wire. There 
is no advantage in having more than two wires in the rec^ving aerial. 
The transmitting aerial should have at least four wires. Two-foot hard 
rubber or bakelite insulators should be used at either end of a transmitting 
aerial. 

WAVE LENGTH OF fflGH POWER STATIONS.— At the present 
writing the wave length name and call letters of active high power stations 
are as follows: 



CaU 



Wave Lengths 



Location 

Mexico City, Mexico 

Glace Bay, Nova Scotia 

Tuckerton, N. J 

Eilvese, Germany 

Rome, Italy 

Stavenger. Norway 

Pearl Harbor, Hawaii 

Nantes, France 

SayvUle, L. I 

Nauen, Germany 

San Diego, Gal 

New Brunswick, N. J 

Carnarvon, Wales 

Lyons, Fnuice 

Annapolis, Md 

Arlington, Va 

Balboa, C.Z 

Boston, Mass . . 

Cavite,P.I 

Charleston, S. C 

Cordova, Alaska 

Great Lakes, 111 

Guam, Mareanna Islands 

Guantanamo, Cuba 

Key West, Fla. . . 

New Orleans. La 

Puget Sound, Wash 

San Francisco. Cal 

San Juan, Porto Rico 

Tutuila, Samoa 

St Johns, Newfoundland 

Bermuda, W. I 

Punta Delgada, Azores 

Hong Kong, China 

Horsea, England 

Eiflfel Tower, Paris 

Clifden, Ireland 

Coltano, Italy 

Petrograd, Russia 

Naura, Pacific Ocean 

Arlington, Va., V. S. A. (Time Signals) 

Funabashi, Japan. 

Java, Dutch Eiast Indies 



Characteristics 



XDA 

GB 

NWW 

OUI 

IDO 

LCM 

NPM 

UA 

NDD 

POZ 

NPL 
NFF 
MW 
YN 

NSS 

NAA 

NBA 
NAB 
NPO 
NAG 

NPA 

2^ 
NPN 

NAW 

NAR 

NAT 
NPC 
NPG 
NAV 
NPV 

BZM 
BZR 
BWP 
BXY 
BYC 

FL 

MFT 

FCI 

TSR 

VKT 



NAA 
IM 



k^^ 



4,000 

7.500 

9,800 

10,500-15,000 

11,000 

11,500 
8,100-11,000 

11,500 
9,200-13,600 

12,600 

9,800-13,360 
13,600 
14,000 
15,500 
16,900 

6,000 
7,000 
5,700 
12.000 
4,700 

7,600 
5,700 
5,000 
4,500 
6,500 

5,500 
5,250 

8,600-4,800 
5,250 

6,000-3,000 

5,000 
5,000 
2,000 
5,000 
4,500 

10,000 
6,000 
6,500 
7,000-5,000 
2,200 

2,500 
12,000 
6,100 



Damped 

Damped 

Undamped 

Undamped 

Undamped 

Undamped 
Undamped 
Undamped 
Undamped 
Undamped 

Undamped 
Undamped 
Undamped 
Undamped 
Undamped 

Undamped 
Undamped 
Undamped 
Undamped 
Undamped 

Undamped 
Undamped 
Undamped 
Undamped 
Undamped 

Undamped 
Undamped 
Undamped 
Undamped 
Undamped 

Undamped 
Undamped 
Undamped 
Undamped 
Undamped 

Undamped 

Damped 

Damped 

Damped 

Damped 

Damped 
Damped 
Undamped 



These data are subject to change. 
Fia. 274. Table of wave lengths covering the more important high power stations now in operation. 

TOOLS. — The first essential tools are a pair of Q-inch pliers, two 
or three screw drivers of different sizes, a soldering torch, an electrician's 
knife, a soldering iron, a small wrench and a pair of '^nippers." A hand 
drill with an assortment of small drills is very useful. Other tools will 
be added from time to time. 



Digitized by 



Google 



INDEX 



AERIAL, closed loop type of 311 

•^^ , measurement of effective 

inductance , capacitance 

and resistance of 298 

, standard types of 152 

, underground type of 331 



Alternating currents, eflFective and max- 
imum values of 38 

, how to calculate 

the lag or lead 
of 34 

, lag and lead of . . . 34 

, Ohm's law for... 37 



Amateur, preliminary education of — 1 

, timely advice to 6 

Antenna ammeters 125-128 

Antenna capacitance, measurement of .297 
, simple measure- 
ment of 297 

Antenna, determination of wave length 

of, from dimensions 49 

, for 200 meters 53 

, home-made iijsulators for. . .132 

, insulator for 159 

, precautions in erection of . . . 153 

, types of 152 

, wave length of loaded 40-43 

, wave length tables of 52 

Antenna inductance, measurement of . .297 

Antenna power, measurement of . . 298 

Antenna resistance, measurement of. .298 
Audibility measurements 308 

r> ATTERIES for valves 266 

'^ Buzzer tester, use of 164 

/CAPACITY, calculation of 45 

^^ ^ calculation of, for vari- 
able condenser 177 

, measurement of, at radio fre- 
quencies 300 

Carborundum, characteristic curve of. 167 

Code practice circuits 2, 5, 6 

Coil, measurement of distributed ca- 
pacitance of 308 

Coil winder 96 

Condenser, assembly of glass plate type 

of 107 

, high voltage type of 103 

, short wave type of 128 

Continuous oscillations, reception of. .242 
Crystal holders, ,,,.,,,,.,, 190 



DECREMETER, direct reading 
type of 303 

Detector, electrolytic 194 

, filings 198 

, magnetic 196 

, primary cell 199 

, use of local battery for — 199 

Detector stands 190-194 

Deforest honeycomb coils, 251 

. , circuits for 

253-254 

Direction finder, goniometer for 318 

, Marconi type of 318 

, two-loop type of . . . .319 

rpARTH connection 128 

"^ Electrical oscillations, production 

of damped 22 

Electric waves, pure and sharp. 88 

, radiation of 20 

, radiator of 20 

, relation of high fre- 
quency currents to. . . 19 

tJEAD telephone 200 

■*• "*• Heterodyne receiver, theory of. . .244 
High voltage, measurement of ...... . .310 

INDUCTANCE, determination of an- 
tenna 60 

, determination of, for flat 

spiral 63 

, determination of second- 
ary 44, 55 

, Lorenz's formula for 175 

, measurement of, at radio 

frequencies 300 

, Nagaoka's formula for 

53-60, 171 

, relation of turns of coil to . 62 

Intervalve couplings 238 

, how to determine 

impedance of. . .240 

TAND station license, nature of 11 

■*"^ Lead-in insulator 131 

Lightning switch 130 

Logarithmic decrement 87 

, direct meas- 
urement of... 303 

measurement 

of 301 

Loop aerials, dimensions of .,.,,,,, , .313 
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MARCONI V. T., adapter, grid 
condenser and 
grid leaks 279 

'-^ , cabinet receiver 

for 281 

— , cascade amplifi- 
cation with 220 

— ' , detector circuits 

for 218 

— , preferred detec- 
tion circuits for . 219 

, special cascade 

cu-cuit for 222 

Mast construction 155 

Mutual inductance, measurement of, 
at radio frequencies 300 

(OPERATOR'S license, requirements 
^^for 10 

, where to take exam- 
inations for 10 

Oscillation circuit, determination of 

wave length of 39 
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APPENDIX 

USEFUL INFORMATION CONCERNING 
MARCONI V. T.'s 

The following summary may be of benefit to the amateur experi- 
menter who is doubtful regarding the exact values of the coupling re- 
sistances to be used in cascade amplifiers with the Marconi V.T., and 
who desires to know under what conditions the resistance coupled 
amplifier is superior to transformer coupling, etc. It is believed that 
the following data will clear the matter in all its details. The experi- 
menter should bear in mind that Marconi tubes are sold in two grades, 
known as Class I and Class II. 

(1) For extremely high amplifications using five valves or more, 
successive valves should be coupled through resistances. 

(2) For radio frequency amplification with resistance coupling (which 
is practical for wave lengths above 3000 meters, but it is of no value for 
200 meters) a coupling resistance of 3^ megohm should be employed. 

(3) For audio frequency amplification the coupling resistances should 
be of 2 megohms. These will provide a voltage amplification factor of 
7 for each tube, and the method is of practical value up to 7 stages of 
amplification. A total amplification of (7^) or 823,543 will be obtained. 

(4) For two-stage amplification y transformer coupling is desirable, 
particularly on short wave lengths. 

(5) Using two stages of audio frequency amplification with trans- 
former couplings, an amplification of 400 will be obtained. Three 
stages of amplification are practical with transformer couplings, pro- 
vided the filament currents for each tube are regulated by rheostats 
to prevent ''howling." 

(6) Using Class II Marconi tubes in connection with one of the 
Federal Company's audio frequency transformers, a voltage amplifica- 
tion of 20 is obtainable. 

(7) When using Class II Marconi V. T.'s, grid leaks of 2 megohms 
each, should be connected to the grids and the positive side of the fila- 
ments. 

(8) Using class I Marconi V. T.*s, grid leaks of 2 megohms should 
be connected between the grid and either the positive or negative side of 
the filament, depending upon the particular tube in use. The correct 
connection is readily found by experiment. 

(9) Class II Marconi V. T.'s require a plate battery of 60-80 volts 
for amplification and 45 volts for detection. 
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/., USEFUL TABLE FOR DETERMINING THE WAVE LENGTH. 




FREQUENCY AND OSCILLATION CONSTANT OF 






RADIO 


FREQUENCY 


CIRCUITS 






X 


= wave-length in meters. 








>« 


= wave-length squared. 








n 


= number of oscillations per second. 











= V LC and is called the oscillation constant. 






C 


= capacity in microfarads. 








L 


= inductance in- centimeters (1,000 cms. = I microhenry). 




D 


= difference of L C for 1 meter. 








X 


x» 


n 




or 

Vlc 


LC 


D 


100 


10,000 


3000000 


1.68 


2.82 


.042 


no 


12,100 


2727272 


1.80 


3-24 


.084 


I20 


14,400 


2500000 


2.02 


4.08 


.067 


130 


16,900 


2307600 


2.18 


4-75 


•077 


140 


19,600 


2142600 


2.35 


552 


.083 


150 


22,500 


2000000 


2.52 


6.35 


.081 


160 


25,600 


1874800 


2.68 


7.16 


.096 


170 


28,900 


1764600 


2.8s 


8.12 


.10 


180 


32,400 


1666600 


3.02 


9.12 


.105 


190 


36,100 


1578800 


319 


.10.17 


.112 


200 


40,000 


1500000 


336 


11.29 


.11 


210 


44,100 


1428400 


3.52 


12.39 


.123 


220 


48,400 


1363500 


3-^ 


r3.62 


.128 


230 


52,900 


1304200 


3-86 


14.90 


•134 


240 


57,600 


1250000 


403 


16.34 


.131 


250 


62,500 


1200000 


4.19 


1755 


.146 


260 


67,600 


I I 53800 


4.36 


19.01 


•15 


270 


72,900 


iiiiooo 


4-53 , 


20.52 


•157 


280 


78,400 


1071300 


4.70 


22.09 


.163 


290 


8/1,100 


1034300 


4-87 


23.72 


.158 


300 


90,000 


lOOOOOO 


503 


2530 


.174 


310 


96,100 


967700 


5-20 


27.04 


.18 


320 


102,400 


937400 


5-37 


28.84 


.185 


330 


108,900 


909100 


5-54 


30.69 


.18 


340 


115,600 


882300 


5-70 


32.49 


.197 


350 


122,500 


857100 


5-87 


3446 


.20 


360 


129,600 


833300 


6.<f4 


36.48 


.208 


370 


136,900 


810800 


6.21 


38.56 


•215 


380 


144,400 


789400 


6.38 


40.71 


.206 


390 


152,100 


769200 


6.54 


42.77 


.226 
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X 


x« 


n 



or 

Vlc 


LC 


D 


400 


160,000 


750000 


6.71 


4503 


-23 


4IO 


168,100 


731700 


6.88 


47-33 


-237 


420 


176,400 


714300 


705 


49-70 


.228 


430 


184,900 


697700 


7.21 


51-98 


.248 


44<J 


193.600 


681800 


7.38 


54-46 


-254 


450 


202,500 


666700 


7-55 


57.00 


.26 


460 


211,600 


652200 


7.72 


59-60 


.265 


470 


220,900 


638300 


7.89 


62.25 


•255 


480 


230,400 


^5000 


8.05 


64.80 


.277 


490 


240,100 


612200 


8.22 


67-57 


.282 


500 


250,000 


600000 


8-39 


70.39 


.288 


510 


260,100 


588200 


8.56 


73-27 


-277 


520 


270,400 


576900 


8.72 


76.04 


-299 


530 


280,900 


566000 


8.89 


79-03 


•305 


540 


291,600 


555600 


9.06 


82.08 


•3" 


550 


302,500 


545400 


923 


!§-'i 


-317 


560 


313.600 


535700 


9.40 


88.36 


-303 


570 


324,900 , 


52630b 


956 


91-39 


.328 


580 


336.400 


517200 


9-73 


94.67 


-334 


590 


348,100 


508500 


9.90 


98.01 


.340 


600 


360,000 


500000 


10.07 


101.41 


.324 


610 


372,100 


491800 


10.23 


104.65 


•35 


620 


384.400 


483900 


10.40 


108.15 


•358 


630 


396,900 


476200 


10.57 


"1-73 


.362 


640 


409,600 


486800 


10.74 


115-35 


•346 


650 


422,500 


461500 


ro.90 


1 18.81 


-373 


660 


435.600 


454600 


11.07 


122.54 


-380 


670 


448,900 


447800 


11.24 


126.34 


•385 


680 


462,460 


441200 


IT. 41 


130.19 


-391 


690 


476,100 


434800 


11.58 


134.10 


-373 


700 


490,000 


428600 


11.74 


137-83 


.403 


710 


504.100 


422500 


II.9T 


141.86 


.407 


720 


518,400 


416700 


12.08 


145-93 


.414 


730 


532.900 


41 1000 


12.25 


15007 


•394 


740 


547,600 


405400 


12.41 


154.01 


.426 


750 


562,500 


400000 


1258 


158.27 


•430 


760 


577,600 


394800 


12.75 


162.57 


.426 


■ 770 


592,900 


389600 


12.92 


166.83 


.443 


780 


608,400 


384600 


13.09 


171-35 


•432 


790 


624,100 


379800 


1325 


175-57 


-453 


800 


640,000 


375000 


1342 


180 10 


•459 


810 


656,100 


370400 


1359 


184.69 


.464 


820 


672400 


365900 


13.76 


189.33 


■472 


830 


688,900 


361400 


13-93 


194.05 


.448 


840 


705,600 


357100 


14.09 


198.53 


.482 
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203.35 


-489 


860 


739,600 


348800 
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870 
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15.27 


233.17 


•492 


920 
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315800 
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16.27 
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•567 


980 
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1644 
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303000 


16.61 
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ICXX) 
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lOIO 
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16.94- 


1*7.00 
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17.II 
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.590 


IQ30 
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17.28 
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.590 
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17.45 
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.60 


IQ50 


1102,550 


285710 


17.62 
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.56 


1060 


1123,600 


283010 


17.78 
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.61 


1070 
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280370 
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322.20 


.6r 
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1 166400 


277780 


18.12 


328.30 


.62 


1090 


1188,100 


275230 


18.29 


334.50 


59 


IIOO 


1210,000 


272730 


1845 


340.40 


.63 


IIIO 


1232,100 


270270 


18.62 


3464^0 


-64 


1120 


1254,400 


267850 


18.79 


353.10 


.64 


1 130 


1276,900 


265480 


18.96 


359.50 


.65 


1 140 


1299,600 


263150 


19.13 


366.00 


.61 


1150 


1322,500 


260860 


19.29 


372.10 


.66 


1160 


1345,600 


258610 


19.46 
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385.30 


.66 


1 170 


1368,900 
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19.63 


.68 


1 180 


1392,400 


254230 


19.80 
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.67 
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252100 


19.97 


398.80 
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1224,000 
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20.13 
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.69 
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247930 
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. .69 
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1483400 
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419.00 


■70 
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243900 


20.64 
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1537,600 


241930 
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432.60 
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43970 


.72 
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1587.600 


238090 
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.72 
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1612,900 
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21.31 


454.10 


.69 
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1638,400 


234370 
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461 ;Q0 


•73 
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232560 


21.64 


468.30 


•74 
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1740 


3,026,600 


172410 


29.19 


852.00 


1. 00 






I750 


3,062,500 


171430 


29.36 


862.00 


1. 00 






1760 


3,097,600 


170450 


2953 


872.00 


1. 00 






I770 


3,132,900 


169490 


29.70 
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95 
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168540 
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981.60 
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3,204,100 


167600 


30.03 
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.92 
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166670 
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165750 


30.37 
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3,312,400 
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1.05 






1840 


3,385,600 
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1 149.60 


1.05 






2030 


4,120,90a 


147780 


34.06 


1 160. 10 


1.16 






2040 


4,166,600 


147060 


3423 


1 171.70 


1. 10 






2050 


4,202,500 


146340 


34.39 


1 182.70 


1. 17 






2060 


4,243,600 


145630 


34.56 


1194.40 


r.i8 






2070 


4,284,900 


144930 


34-73 


1206.20 


1.18 






2080 


4,326,400 


144230- 


34.90 


1218.00 


r.i8 






2090 


4,368,100 


143540 


35-07 


1229.80 


1. 14 






2100 


44.10,000 


142850 


35-23 


1241.20 


1.20 






21 10 


4,452,100 


I42180 


35-40 


1253.20 


1.21 






2120 


4,494,400 


141510 


35-57 


1265.30 


1.21 






2130 


4.Sa6.90o 


140840 


35-74 


1277.40 


I.I5 






2140 


4,579,600 


- 140180 


35-90 


1288.90 


1.22 






2150 


4,622,500 


139540 


36.07 


1301.IO 


1.23 






2160 


4,665,600 


138880 


36.24 


1313.40 


1.23 






217a 


4,708.900 


138240 


36.41 


1325.70 


1.24 






2180 


4,752,400 


I37610 


36.58 


1338.10 


I.I7 






2190 


4,796.100 


136980 


36.74 


1349.80 


1.26 
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2200 


4,840^)0 


136360 


36.91 


1362.40 


1.25 


22 lO 


4,844,100 


135740 


37.08 


1374.90 


1.26 


2220 


4,928400 


135 130 


3725 


1387-50 


'•'i 


2230 


4,972,900 


134530 


37.41 


1399.40 


t.28 


2240 


5,017,600 


133930 


37.58 


1412.20 


1.29 


2250 


5,062,500 


133330 


37.75 


1425.10 


1.29 


2260 


5,107,600 


132740 


37.92 


1438.00 


1.22 


2270 


5,152,900 


132160 


38.08 


1450.20 


1.29 


2280 


5,198400 


131570 


38.25 


1463.10 


1-31 


2290 


5,244,100 


131000 


3842 


1476.20 


1.31 


2300 


5,290,000 


130430 


^!-59 


1489.30 


I-3I . 


2310 


5.336.100 


129870 


38.76 


1502.40 


I>32 


2320 


5,382,400 


129310 


38.93 


1515.60 


1-25 


2330 


5,428,900 


128750 


39.09 


1528.10 


133 


2340 


5,47^,600 


128200 


39.26 


154140 


1-33 


2350 


5,522,500 


127660 


3943 


1554.70 


1-34 


2360 


5,569.600 


127120 


39.60 


1568.10 


t.27 


2370 


5,616,900 


126580 


3976 


1580.80 


1-37 


2380 


5.644400 


126050 


39-93 


1594.50 


1-35 


2390 


5,712,100 


125520 


40.10 


r6o8.oo 


1-45 


2400 


5,760,000 


125000 


40.27 


1621.80 


1-45 


2410 


5,808,100 


t:^448o 


40.45 


1636.30 


1.21 


2420 


5,856400 


123960 


40.60 


1648.40 


1.39 


2330 


5504,900 


123450 


40.77 


1662.30 


1.38 


2440 


5.953.600 


122950 


40.94 


1676.10 


1-39 


2450 


6,002,500 


122450 


41. It 


1690.00 


1.33 


2460 


6,051.600 


121950 


41.27 


170330 


1.40 


2470 


6.100,900 


121450 


41.44 


1717-30 


141 


2480 


6,150,400 


120900 


41.64 


i73fi.40 


140 


2490 


6.200,100 


120480 


41.78 


f74S.40.- 


1-43 


2500 


6,250,000 


120000 


41-95 


17.59-70 


1.36 


2510 


6,300,100 


119520 


42.11 


1773.30 


1.42 


3520 


6,350400 


119050 


42.28 


1787.50 


145 


2530 


6400,900 


I 18580 


42.4s 


1802.00 


144 


2540 


6451.600 


tl8l20 


42.62 


1816.40 


t.46 


2550 


6.502.500 


I I 7650 


42.79 


1831.00 


1.38 


25<5o 


6,553.600 


II7I90 


42.95 


1844.80 


1.46 


2570 


6,504.900 


1 16730 .; 


43.12 


1859.40 


146 


2580 


6,656400 


I 16280 


4329 


1874.00 


147 


2590 


6,708, roo 


1 15830 


43.46 


1888.70 


1-39 


2600 


6,760,000 


I I 5380 


43.62 


1902.60 


1.49 


2610 


6,812,100 


I 14940 


43-79 


1917.50 


1.48 


2620 


6,864400 


I 145 10 


43.96 


1932.30 


I-5I 


2630. 


6,916,900 


I 14070 


44.13 


1947.40 


142 . 
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2640 


6,969,600 


1 13640 


44.29 


1961.60 


1.50 


26sp 


7,022,500 


113^10 


44.40 


1976.66 


I.51 


2660 


7,075.600 


I 12780 


44.63 


1991.70 


1-53 


2670 


7,128,900 


I 12360 


44.80 


20Ci^.00 


153 


2660 


7,182400 


III94O 


44.97 


2022.30 


M3 


2690 


7,236,100 


111530 


4513 


2036.60 


1.54 


2700 


7,290,000 


UIIIO 


4530 


2053.00 


1.54 


2710 


7,344,100 


I 10700 


45-47 


2067.40 


1.56 


2720 


7.398400 


1 10290 


45-6+ 


2083.00 


M7 


2730 


7452,900 


109^ 


4580 


2097.70 


1-54 


2740 


7,507,600 


109490 


45-97 


21 13. 10 


1.58 


2750 


7,562,500 


109090 


46.14 


2128.90 


1.58 


2760 


7,617,600 


108700 


46.31 


2144-70 


iu|8 


2770 


7,672,900 


108300 


46-47 


2159-50 


1.57 


27%^ 


7,728400 


107920 


46.64 


2175.20 


1.59 


2790 


7,784,100 


107530 


46.81 


2191.10 


1.59 

• 


2800 


7,840,000 


I07I40 


46.98 


2207X)0 


1.60 


2810 


7.896,100 


106760 


47.15 


2223.00 


f.62 


2820 


7,952400 


106380 


47.32 


2239.20 


1.52 


2830 


8,008,900 


I060IO 


4748 


2254.40 


1.62 


2840 


8,065,600 


105630 


47.65 


2270.60 


1.63 


2850 


8,i22.5ocr 


1(^260 


47.82 


2286.90 


1.62 


2860 


8,179,600 


104890 


4799 


2303.10 


1.54 


2870 


8,236,900 


i<H530 


48.15 


23ia5o 


1.64 


2880 


8,294400 


104170 


48.32 


2334.90 


1.64 


2890 


8,352,100 


103810 


4849 


2351.30 


i-SO 


2900 


8416,000 


103450 


48.66 


2366.30 


1.80 


2910 


8468,100 


103090 


48.83 


2384^30 


1-47 


2920 


8,526400 


102740 


48.99 


2399.00 


1-77 


2930 


8,584,900 


102390 


49.16 


2416.70 


1.69 


2940 


8,643,600 


102040 


49.33 


243360 


1.67 


2950 


8,702.500 


101700 


49.50 


245030 


158 


2960 


8,761,600 


101350 


49.66 


2466.10 


1.69 


2970 


8,820,900 


lOIOIO 


4983 


2483.00 


1.70 


2980 


8,880400 


100660 


50.00 


25oaoo 


1.71 


2990 


8,940,100 


100320 


50.17 


2517.00 


1.61. 


3000 


9,000^000 


lOOOOO 


50.33 


2533^ 


1.69 


3^5 


9,150,625 


99170 


50^75 


2575.60 


1.71 


3950 


9,302,500 


98560 


51.17 


2618.40 


1.72 


307s 


9,455,625 


97560 


51.59 


2661.50 


1.74 


3100 


9,610,000 


96770 


52.01 


2705.10 


1-75 
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3125 
3150 
3175 


9.765.62s 
9,922,500 

10,080,625 


96000 
95230 
94490 


5243 
52.85 
5327 


2748.90 
2793.10 
2837.80 


1.78 
1.79 


320O 
3225 

3250 
3275 


10,240,000 
10,400,625 
10,562,500 
10,725,625 


937SO 
93020 
92310 
91600 


5369 

54" 
54-53 
54-95 


2882.70 
2927.90 
2973.70 
3019.60 


1.80 
1.83 
1.83 
i.84 


3300 
3325 
33SO 
3375 


10,890,000 
11,055,625 
11,222,500 
11,280,625 


90910 
90220 
89550 
88890 


55-37 
55-79 
56.21 

56-63 


3065.80 
3112.60 

3159-50 
3207.10 


1.87 
1.87 
1.90 
1.90 


3400 
3425 
3450 
3475 


11,560,000 
11,730,625 
11,902,500 
12,075,625 


88230 
87590 
86960 
86330 


57-05 
57-46 
57-88 
58-30 


3254-80 
3301-60 
3350-00 
3398-90 


1.86 
1.93 

1.96 


3500 

3525 
3550 
3575 


12,250,000 
12,425,625 
12,602,500 
12,780,625 


85720 
85100 
84510 
89310 


58-72 
■59-14 
59-56 
59-98 


3448.00 
3497-50 
354740 
3597-70 


X.98 
1.99 
2.01 
2.01 


3600 
3625 
3650 
3^75 


12,960,000 
13,140,625 
13,322,500 
13.505.625 


83330 
82750 
82190 
81630 


60.40 
60.82 
61.24 
61.66 


3648.10 
3699-00 
3750.20 
3802.00 


2.03 
2.04 
2.07 
2.07 


3700 
3725 
3750 
3775 


13,690,000 
I3.875i625 
14,062,500 
14,250,625 


81090 
80540 
80000 
79470 


62.08 
62.50 
62.92 
6334 


3853.80 
3906.20 
3958.80 
40I2.0tf 


2.09 
2.10 
2.12 
2.16 


38oo 
3825 
3850 
3875 


14440,000 
14,630.625 
14,822,500 
15,015,625 


78950 
78430 
77920 
77420 


63.76 
64.18 
64.60 
65.02 


4065.00 
4119.00 
417300 
4228.00 


2.16 
2.16 
2.20 
2.12 


3900 
3925 
3950 
3975 


15,210,000 
15,405,625 
15,602,500 
15,800,625 


76930 
7644D 
75950 
75470 


65.43 
6d69 


4281.00 
4336.00 
4392.00 
4448.00 


2.20 

2J24 
2.24 


4CXX) 
4025 
4050 

4075 


16,000,000 
16,200,625 
16402,500 
16,605,625 


75000 
74540 
74080 
73620 


67.11 
67.53 
57.95 
68.37 


4504-00 
4561,00 
4617.00 
4675.00 


2.28 
2.24 
2.32 
2.28 


4100 


16,810,000 


73170 


68.79 


4732.00 


2.32 
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4125 


17.015,625 


72730 


69.21 


4790.00 


2.32 


4I50 


17,222,500 


72290 


6963 


4848.00 


232 


4175 


17,430.625 


71850 


70.05 


4907.00 


2.36 


4200 


17,640,000 


71430 


70.47 


4966.00 


2.40 


4225 


17,850,625 


71010 


70.89 


5026.00 


2.36 


4250 


18,062,500 


70590 


71.31 


5085.00 


2.40 


4275 


18,275,625 


70180 


7173 


5 '45-00 


2.44 


4300 


18490,000 


69770 


7215 


5206.00 


2.40 


4325 


18,705,625 


69370 


72.57 


5266.00 


2.48 


43SO 


18,922.500 


68970 


72.99 


5328.00 


2.40 


4375 


19.140,625 


68580 


7340 


5388.00 


252 


4400 


19,360,000 


68190 


73.83 


545100 


2.40 


4425 


19.580,625 


67800 


74.24 


551100 


2.52 


4450 


19.802,500 


67420 


74.66 


5574-00 , 


2.52 


4475 


20,025,625 


67040 


75.08 


5637-00 


2.52 


4500 


20,250,000. 


66670 


75-50 


5700.00 


256 


4525 


20475,625 


66300 


7592 


576400 


2.52 


4550 


'20,702,500 


65940 


76.34 


5827.DO 


2.60 


4575 


20^930,625 


65580 


76.76 


5892.00 


2.60 


4600 


21,160,000 


65220 


77.18 


5957-00 


2.52 


4625 


21,390,625 


64870 


77.60 


6020.00 


2.68 


4650 


21,622,500 


64520 


78.02 


6087.00 


2.64 


4675 


21.855,625 


64170 


78.44 


6153.00 


2.64 


4700 


22,090,000 


63830 


.78.86 


6219.00 


2.64 


4725 


22,325,625 


1^490 


79.28 


6285.00 


2.68 


4750 


22,562.500 
22,800,625 


6ji6o 


79.70 


6352.00 


2.68 


4775 


62830 


80.12 


6419.00 


2.64 


48oo 


23,040,000 


62500 


80.53 


6485.00 


2.72 


4825 


23,280,625 


62180 


80.95 


655300 


2.72 


4850 


23,522,500 


61860 


81.37 


6621.00 


2.76 


4875 


23,765,625 


61540 


81.79 


6690.00 


2.76 


4900 


24,010,000 


61230 


82.21 


675900 


2.76 


4925 


24.255.625 


60910 


82.63 


6828.00 


2.70 


4950 


24,502,500 


60610 


83.05 


6897.00 


2.80 


4975 


24,750,625 


60300 


8347 


69^.00 


2.84 


5000 


25,000,000 


60000 


83.89 


7038.00 
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Pv>«r, 29 Paces. 
Dhutrated. 

Price 50c 



The Title Tells Half 
The Story 

The other half is that we have made 
available for you Greatly Amplifiecl and 

improved, the methods used in the quick 
training of operators during the war. 

If you want to learn the code quickly 

BUY THIS BOOK 

Satisfaction Guaranteed. If 
the book don't please re- 
turn it in five days and 
get your money 
back. 



Now a word about 

The WIRELESS AGE i — - 



While we try to keep 
up with the demand 
for copies, so many 
new folks have been 
buying it, every issue i 
is quickly sold out. I 



WIRELESS PRESS, Inc. 

DEPT. B 

326 Broadway, New York. 



Date. 



Here is $ Order is checked below. 



The one sure way 
to get your copy is to 
send us your subscrip- 
tion. The coupon at 
the right makes it easy 
and saves you money. 



** Acquiring the Code** 

and 

one year's subscription 

to 

The Wireless Age 

$2.75 




Acquiring 

the 

Code 

50c 



Name... 

Street 

City State. 

Call 
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THE SOUND METHOD FOR 
MEMORIZING THE CODE 

For success in telegraphing the let- 
ters must be learned by the sound. 

Each letter has a distinctive cadence 
or rhythm which is estsily memorized 
by a few hours* practice. 

The charts attached give the key to 
the rhythm of each letter of the tele- 
graph alphabets. It forms no picture in 
the student's mind, but instead a sound 
is memorized, like a bar of music. 

The chart is particularly valuable in 
learning to receive, which is many 
times more difficult than learning to 
send. An hour a day devoted to memo- 
rizing the distinctive rhjrthm of each 
letter will enable the student to send 
or receive a message in a few weeks. 

The beginner is strongly advised not 
to practice with charts or books which 
show the actual dots and dashes. 
Once a picture of each letter is formed 
in memory it will be found difficult to 
send or receive in the telegraph alpha- 
bet properly — by sound. 

WIRELESS PRESS, INC. 

DEPT. B 

326 Broadway, New York 

Copyright. 1921. WireleM PreM. Inc.. N. Y. 



Study the Code Anywhere 

THIS NE,W WAY 

of Learning the Code 

is the easiest, quickest and most thorough ever devised for 

learning without instruments. 
If you want to learn the code — 

If you WMit to "cinch" the signals you can't remember estsily — 

If you want to help some one else learn the code — 

GET ONE OF THESE CARDS 

Don't try to teach the Ears through the Eyes 

This system teaches the signals as they come through the Head Phones 

Contains both Continental and American Morse— 

Printed on Celluloid— Fit Your Pocket 

PRICE 50c. 

Special Combiiiatioii-SOUND METHOD and WIRELESS AGE-one year $2.75 

Postage outside U. S. 60c. extra 
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The WIK£L£,SS AGE 

The one magazine deyoted to 

the ''Wireless Art'' that meets 

your expectations. 

In laying out the editorial policy of this magazine we 
have kept in mind at al^^ times the fact that after the 'incu- 
bation period," the radio enthusiast wants the facts relative 
to the new steps in this field, presented to him in an easily 
understood but thorough style. 

The real student finds what he wants whenever any 
important development occurs, — a new discovery made — or 
an extension made in the commercial end of radio— he knows 
that a thorough description, carefully written and easily under- 
stood, will soon appear in THE WIRELESS AGE. 

That is why, year after year, our subscribers renew their 
AGE subscriptions and why, as soon as an amateur grows 
out of the raw beginner's class, his name appears on our list. 

THE WIRELESS AGE deUvers the goods 100^ 
25c. a copy. $2.50 per year 

(Postage outside of U. 5. 50c. £xtra.) 

WIKEILESS PK£SS, Inc. 

DEPT. B 

326 BROADWAY NE.W YORK 
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MARCOML VICTOR COURSE 
IN WIRELESS TELEGRAPHY 

Will give you the practice in 
code work you need to get a high 
rating when you go up for exaow. 
Just what you ne«d to develop 
your speed in receiving. Byery- 
thing covered from alphabet to 
Press with interference and ten 
letter code words. 
*' They're 
great/* 



You 
^Uust Listen 
and Leam^ 

The CODE From 

Marconi- Victor 

Wireless Records ^^^^^^^^ ^ | 

A complete set of Code 
Instruction Records for priv- 
ate study. 

A series of progressive les- 
sons provides elementary and 
advanced instruction for 
everybody who want to know 
what the dots and dashes 
mean. 

Records made by a code 
expert of years of practical 
experience. 

BRIEF SUMMARY OF REICORDS 



Lesson 
No. Title 

7 — Press with static. 

8 — Messages with erasures, etc. 

9 — Press with interference from 

second station. 

1 — Goups of figures. 

1 1 — Ten-letter dictionary words. 

12 — Ten-letter code words. 

A set of six double-faced Victor Records, complete in a container with 
instruction manual. Now at old price of $5.00 per set. 

WIKELEISS PKESS, Inc. 

• DBPT. B 

326 BROADWAY NEW YORK CITY 



Lesson 
No. Title 

1 — International Morse Gxie and Con- 
ventional signals. 

2 — International Morse Code, etc., 
continued. 

3 — Easy sentences and periods. 

4 — Easy sentences and periods. 

5 — Marconi Press, South Wellfleet 
station. 

6 — Messages with static interference. 
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Title Author 

Practical Wireless Teleirraphy Elmer B. Bncher 

VacQum Tubes In Wireless Commimlcatloii Blmer B. Bucher 

Wireless Experimenter's Blannal Elmer B. Bucher 

How to Pass U. S. Govt. Wireless Ucense Examinations Blmer B. Bucher 

How to Conduct a Badlo Club Blmer B. Bucher 

The Alexanderson System for Badlo Telegraph and Badlo Telephone 

Transmission Blmer B. Bucher 

Practical Amateur Wireless Stations— Compiled by J. Andrew Whiter Editor of Wir^ 

less Ave 

Badlo Telephony Alfred N. Goldsmith. Ph.D. 

Prepared Radio Measurements B. B. Batcher 

Badlo Instruments and Measurements / 

Elementary Principles of Wireless Telegraphy (In two volumes) B. D. Banyay 

Volume 1 

Volume 2 

AcQulrlnff the Code E. P. Gordon 

Sound Method of licamlnir the Code J. Andrew White 

Practical Aviation (Including construction and operation) Major J. Andrew White 

Military Signal Corps Manual Blajor J. Andrew White 

'*What Tou Want to Say and How to Say It" By W. J. Heman 

In French, or Spanish, or Italian, or German 

In Russian .' 

Thermionic Tubes In Badlo Teleiri^phy and Telephony J. Seott Taicrart 

Continuous Wave Wireless Telegraphy W. H. Eccles 

Principles of Badlo Communication J. H. Morecroft 

Wireless Telegraphy atfd Telephony li. B. Turner 

Wireless Telegraphy— With Special Beference to Quenched Gap System licwett 

Principles of Radio Engineering Laner and Brown 

Spanish Edition, Elementary Principles of Wireless Telegraphy (complete). R. D. Bangay 

Thermionic Vacuum Tubes Van der Bljl 

Thermionic Valve and Its Development in Radio Telegraphy and Telephony. J. A. Fleming 
The Oscillation Valve, The Elementary Principles of its Application to 

Wireless Telegraphy R. D. Bangay 

Telephony Without Wires Philip R. Coursey 

The wireless Telegraphists Pocketbook of Notes, Formulae and Calculations. J. A. Fleming 
Wlrelesa Telegraphy and Telephony, First Principles, Present 

Practice and Testing H. M. Dowsett 

Handbook of Technical Instructions for Wireless Telegraphists 

J. C. Hawkhead and H. M. Dowsett 

Spanish Edition Handbook of Technical Instructions Hawkhead and Dowsett 

Standard Tables and Equations in Radio Telegraphy Bertram Hoyle 

Wireless Transmission of Photographs Marcus J. Martin 

Calculation and Measurement of Inductance and Capacity W. H. Nottage 

Short Course in Elementary Mathematics and Their Application to 

Wireless Telegraphy S. J. Willis 

Selected Studies in Elementary Physics (A Handbook for the 

Wireless Student and Amateurs) E. Blake 

Magnetism and Electricity for Home Study H. E. Penrose 

Alternating Current Work (An Outline for Students of Wireless Telegraphy) A. M. Shore 

Pocket Dictionary of Technical Terms Used In Wireless Telegraphy Harold Ward 

Useful Notes on Wireless Telegraphv (set of five books), (paper) H. B. Penrose 

Book No. 1.— District Current, 67 pages 

Book No. 2. — Alternating Clurrent, 60 pages 

Book No. 3.— High Frequency Current and Wave Production, 66 pages 

Book No. 4.-1% Kw. Ship Set, 76 pages ........T 

Book No. 6.— The Oscillation Valve, 62 pages 

My Electrical Workshop Frank T. Addyman 

Experimental Wireless Stations p. e. Edelman 

High Frequent Apparatus, Design, Construction and Practical Application.. T. S. Curtis 
Textbook on Wireless Telegraphy Rupert Stanley 

Volume 1. — General Theory and Practice 

Volume 2. — ^Valves and Valves Apparatus 

How to Make a Transformer for High Pressure F. E. Austin 

How to Make a Transformer for Low Pressure ..F. E. Austin 

The Operation of Wireless Telegraphy Apparatus A. B. Cole 

Wireless Construction and Installation for Beginners A. P. Morgan 

Iiessons in Wireless Telegraphy A. P. Morgan 

Experimental Wireless Construction A. P. Morgan 

Home Made Tov Motors A. P. Morgan 

Hawkins Practical Library of Electricity, 10 volumes Per volume 

Hawkins Electrical Dictionary 

Marconi- Victor Records— 6 Records— 12 Lessons— For Learning Code Quickly 



Price 

ViM 

S.«5 

2.25 

.76 

.75 

lJt5 

.75 
SJSO 
2.00 
1.75 

1.75 
1.75 
.50 
JM) 
2.25 
2.25 

.25 

8.00 
8.00 
7JS0 
7.00 
12.00 
3.50 
8.26 
6.00 
6.00 

2.76 
6.00 
8.60 

8.60 

2.60 
8.00 
8.26 
2.00 
1.76 

1.75 

2.00 

2.26 

2.00 

1.00 

2.00 

.60 

.60 

.60 

.60 

.60 

2.60 

8.00 

8.00 

6.00 

6.00 

.75 

.76 

.35 

M 

.86 

.85 

.35 

1.00 

2.00 

6.00 
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The 

National Amateur 
Wireless Association 

FommiMi to proM*to IIm bttt nrtcrcsts •! Kadi* CoBBmicatioB sBoaf Wirelcn AwuAtmn !■ Aacrica 

extends a cordial invitation to all amateurs and clubs to 
affiliate with a forward moving organization of amateurs 

GUGUEMO MARCONI, Prea. 

J. ANDREW WHITE. Acting Pr«aadeat HARRY L. WELKER, Secretary 

Headquartera: 326 BROADWAY. NEW YORK, Room 303 

National Adviaory Board of Vice Preaidenta 

Prof. Arthur E. Kennelly. Harvard Univeraity. Prof. Alfred N. Goldamidi. College of the Citv of New 

York. Rear Admiral W. H. G. Bullard. U. S. N.. Director of Naval Communicationa. Maj. Gen. 

G. O. Squier. Chief Signal Officer U. S. Army. Prof. Charlea R. Croaa. Maaa. Inatitute 

of Technology. Elmer E- Bucher, Inatructing Engineer. 

The N. A. W. A. was the first amateur national organization in the 
coimtry. 

it stands for all that is progressive — for ever3rthing that will benefit 
the cause of amateur radio. 

Big programs; big broadcasting events; co-operation between ama- 
teurs and official Washington. 

JOIN NOW 

You should be a member of the organization that is doing real 
things for the advancement of amateur radio. You will want to know 
what we are going to do next — what the programs will be and when we 
are going to do it. 

We want you with ut— we want to feel that we have the biggest and best list of 
active members that can be enrolled, so that when our big events come otf we have all 
the "reliables** we need to make more amateur history. 

Yearly Duea, $2.50. Thia inclndea aubacriptiop to our official organ, THE WIRELESS AGE. 

nPPLte TlTION BLTiXK 

Date 



NATIONAL AMATEUR WIRELESS ASSN., 
326 Broadway, Room 301, New York: 

Here's my $2.50. Count me in on the good work. 

Signature Age 

Street Address Call 

Town and State : * 

FILL IN ANSWERS TO THESE QUESTIONS 

1 . Have you a Government License (give number ) or do you 

propose applying for one? 

2. If you are under 2 1 years of age, give names of 2 adults for refer- 
ences as to character: 

Reference Address 

Reference 

3. If you are a member of any Local State or Interstate wireless club or 
association give its name and name of the Secretary, with, address 



4. 
5. 



Are you now a subscriber to The WIRELESS AGE?. 
Describe briefly your equipment 
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